WEATHER — Fair, co o l to nig ht. 
Lo w 4 5 -52 . Sunday fair and w arm er. 


T em p erature: 44 at 6 a. m . 50 at 
no o n. Yesterday : 52 at noon. 
4 8 at 6 
p. m. Hofh and low for 24 h ours to 
no o n today; 54 and 43. High 
and low 
y ear ago: 
8 2 and 
58 . 
Rain. .06. 
THE SALEM NEWS 


F o r 6 5 Y e a r s A D e p e n d a b l e S a l e m I n s t i t u t i o n 


VOL. 66—NO. 1 3 4 


H 
O 
M 
E 


E 
D 
I 
T 
) 
O N 


i t 
i t 
i r 


Bruaft-Mo o re State Wire, NE A Serv ice, inc. 
Asso ciated Press 
United Presa, 
Internatio nal Newt Serv ice. 
SALEM. OHIO. SATURDAY. JUNE 5, 1 95 4 
TWELVE PAGES 
FIVE CENTS 
FIND SALEM AIRMAN’ S BODY 


MIDDIES THROW CAPS IN AIR—Graduating m idsh ipm en th row th eir wh ite caps in th e air in a 
traditional gesture m arking th e end of com m encem ent exercises in th e naval academ y ’s Dah lgren Hall, 
Annapolis, Md. Th e roster of graduates totaled 852. 


Commis s ions For 3 Anna polis 


Gra dua te s He ld Ba c k By Na v y 
Committe e OKs 
Ike Tax Plan 


Approv e s Div ide nd 
Re lie f Propos al 


Ge ne v a Ta lk s 


Re v e rt T o 


Kore a T 


WASHINGTON CP1--An A ustrian- 1from an organization now on th e 
born janitor, sh aken because th e attorney general’s subversive list, j 
Navy h as h eld back a commission 
In 
h alting 
sentences, A ndrew ; 
from h is Annapolis-graduated son. ^ adlowsky explained last nigh t h e 
say s 
h e’s to blam e because h e was sold on a policv for h is son.! 
bough t 
insurance 
17 y ears 
ago Peter becam e m em bers of th e In-j 
WASHINGTON 
« 1 - President 
ternational 
Workers 
Order 
told Eisenh ower srorcd 
big ^ ctorv 
I h im it was ch eap and h e could get 
h ,c- 10-a ♦ 
• V 
» Sick benefits from it. Y adlow s*. i R „ance ^ m " ltw g? ,o 
a naturalized citizen, said h e never rav on th p 
. 
n je s er' 
belonged to th e I WO 
¡“¡J 
" 


“ T 
i any th ing” 
Th e comm ittee voted by th e n- 
Mid Yadlowsky m a teleph oneiin- expectedly wide m argin of 9 to 
4 


N 
1 
h J 
r°™. A A A 
5 V: with tw° abstentions, to accept th e 
, ‘ 
" 
e'. a 
bas 
suffer )ast rem aining m ajor provision in 
GENEVA 
lip—Th e 
K'CdUSC } insured 
h im. 
. . He th e House-passed bill — th e con- 
Geneva conference turned back to- 1 3 vearsold •’"* 
'nE 
was jtroversial plan to give substantial 


K 
^ r e ^ t ^ ^ a l ^ e n t i ‘ AT 
°" d‘V" 
Aorea 
a task already written 
off th e U. S. Naval Aeademv vesfer- „ 
„ 
as h opeless by most W estern dele-'day along with 851 classm ates But 
Bl* Revfnue Ioss 
w /i, 4K 
♦ 
t a 
-• 
tte Nav-V h as said lh a‘ ^ and two' 
Th ‘' P™Y.s.on _ strongly sough t 
With th e stalled Indoch ina peace oth er m idsh ipm en-H aro’d I 
Pol 
y 
e adm lm strat‘on — involves 
talks in recess th ree days th e 19- iack, Hartford. Conn 
and' Paul tae blggest rtvenue loss in th e bm 
party Korean parley sch eduled a Sh imek J r 
Hazcn 
Ark —rannnt except for th e accelerated depreci- 


P cn„mm 
A A 
be 
commissioned 
until ' securitv Iati0n sef ° " 
committee 
Communist delegates were ex- ch ecks on th em are 
completed aPP!°v/ 
Th ursdav- 
pected to reply to a 14-point pro- Meanwh ile, th e th ree were to go? T ° Se”a e 6r0Up nOW expeCts 
po?al made two weeks ago by oh me and await 
ou 
g to clean up work on th e 875-page 
South 
Korean 
Foreign 
M inister ¿h e investigation*-- 
m easure next Monday or Tues- 
Pyun Yung Tai for free elections 
Yadlnw 
coin v,« ... 
« * 
!da>'* However, th e staff will h ave 
th rough out 
Korea 
under 
United nanoi 
:9 
\ Tri 
vnct 
S a, 
V', a lot of drafting work to do so ¿h e 
Nations supervision. 
^ j / n 
is not expected to be ready 
Th e 
Communists 
h ave 
m ain-‘na 
nt 
. / 3° J’ for th e floor until about June 21. 
tained th rough out th e conference 
*°r ! ° gr 
One big question th at still may 
th at th e U.N.—as a belligerent in 
xer 1 es, 
u 
woro 
not come up in th e comm ittee is a 
th e Korean W ar—was not qualified 
. . 
°r c^mment 
In Hazen, jproposai for a general income tax 
to supervise all-Korean elections. w 
. 
s p‘iie ‘ 
were not a%ada_,cut by 
r a i s i n g 
personal 
ex- 
Th ey were alm ost certain to re- ^ ^ 
comment 
iemptions. 
ject th e Pvun proposals and repeat 
y 
' ^ 
al?,a 1 ° ^ a ' a1 Acad- Ch anccs Are i mproved 
th eir dem and for Communist-stvle 
..L 
e Hartford Courant: ! 
veteran m em ber 
wh o de­ 
elections 
reoeatedlv 
rnccteri 
h v 
^uestlon of loyalty 
U not 
run* veteran m em oer, wno ae 
th e West 
^ 
y 
J 
d 
b> involved in Pollack’s case. R ath er cluined “ se ° f h lS n,amc/ 
*3* ^ 
L 
it is a niirdinn in ti,« 
n ♦ 
ch ance for a general recuction h ad 
Th e 16 U nited Nation Allies of u 
S a ,qu^ 
on ln th e broad 
catc* 
th e Korean War agreed y esterday 5 ? ^ . ? W,h at, ? Ca!led ‘s e c urity /” 
to a proposal by U.S. Underseere-j 
A 
tary of State W alter Bedell Smith * 
Polack stood n » th 
in th e class 


Blasts Shatte r Che mical 
Plant, Hurt 52 Pe rs ons 


CHARLESTON, W. Ya. .?—Tons i th ree secondary one<s as storage 
of water pumped from th e Kana- vessels for ch emicals were set off. 
wh a River h eld at bay today a Th e last blast was about an h our 
dangerous ch emical plant fire af- after th e first, 
ter a series of five "atom ic-like” 
Teleph one service wa.^ virtually 
explosions sh ook th e countryside cut off between Institute, Dunbar 
and injured at least 52 per ons. 
and Ch arleston. 
Company officials said as far as 
Th e explosions knocked out elec- 
th ey could tell all personnel were trie power at th e plant and efforts 
accounted fcr. About 200 men were 
-------- 
working in th e Institute plant of. 
Turn To BLASTS. Page 
5 
th e Carbide and Carbon Ch emicals 
— 
________ 
Corp. about 
11 miles west of h ere, 
wh en a tank car exploded and set 
off a ch ain of four oth er blasts. 
No Ro ll Call Taken 
! 
A spokesman said th ere was a 
“ possibility” 
some 
migh t 
h ave 
been caugh t in th e blast area. He 
would not elaborate oth er th an to 
say th ere h ad been no “ roll call” 
of employes. 
About 40 of th ose h urt were em ­ 
ployes of th e plant. Th e oth ers in­ 
cluded numerous persons cut or 
WASHINGTON 4*—Sen. McCar- 
oth erwise injured by gla.^s and fly- th >' 
<R-Wis> 
claimed 
today 
th e 
ing debris. 
story told in long-secret monitored 
Uncounted 
property dam age 
re- 
teleph one 
calls 
“ blows up’’ th e 
suited from 
th e blasts h eard or Army's case against h im in 
h is 


McCarthy Se e s 


Probe Victory 


De clare s Phone Calls 
Blow Up Army Cas e 


Pic. John Costa 


Victim Of Air 


Crash In Florida 


Found By Se arche rs 


In Ev e rglade s ; Rite s 


To Be He ld He re Late r 


Search ers y esterday found th e 
body of M arine Pfc. Joh n Costa. 
21, of Salem, wh o was missing 
■after th e m id-air collision of two 
M arine Air Corps planes during a 
practice fligh t over th e 
Florida 
Everglades on Th ursday. 
j 
Th ere was only one survivor of 
th e accident wh ich also claimed 
I th e lives of two oth er airm en 
Besides Pfc 
Costa, th ose killed 
were 2nd Lt. Ray M. Holton. 21, 
of Alph aretta. Ga , and 
2nd 
Lt. 
. H arry Proodian, 24. of Los Angeles. 
Survivor 
I’scd ’Ch ute 
Th e lone survivor was Pfc. Wil­ 
liam G. Collier. 20. of South W ebs­ 
ter. O., wh o “ just went along for 
HERE I GO KIDS. Every y ear Mary Alice Weller, kindergarten 
L 
7:-------------- T r 
t-T'V ........... 
teach er in suburban Barberton’s Hazelwood sch ool. Akron, takes h er 
ICI- v' • wno 
went along tor 
felt with in a 15-mile radius of th e ™ e r battle with top Pentagon of- 
little people th rough th e North end Fire Station And traditionally sh e 
th l' ” d<*.” From h is h ospital" bed 
U?ra* , r g P.la.nt 
ln th c, h ca,rl of 
‘ R.forp taVln« ft t 
^ shdes down th e fire pole. Her slide downward Th ursday m arked th e 
ln Miami. Fla., today h e told h ow 
West Virginia s ch emical valley 
tnBlJ ^ e ‘ak,n«! oi,.for Rl^ .n- w 'x- 
th ird y ear of th e adventure sh e and th e boys and girls look forward 
h e was blown clear by an explo­ 
it was more th an five h o u r s be- to make a speech m arkm g th e ; to all y ear long. 
s.on wh en th e planes collided at 
fore firemen got th e upper h and 
anniversary of th e Repub- 
______________________ __ 
on th e h uge fire in th e sty rene !bcan P3rty, M cCarth y left no doubt 
a 
. 
• • 
A 
plant. Until electric power could tilat de regarded y esterday ’s h ec- / \ f T |T |# / T | I r 
A r p A 
m 
M 
u 
be 
restored 
and w ater pumped Uc developments as a prelude to 
f 
\ 
U 
y 
H I I / O f f M S S G m D i y 
•from th e nearbv river, th e fire 
victory in th e swirling con-, 
'2 S Z 2 S U . 
= « • ~ 
He ld AtHighSc hool Frida y 
Home« and busines places were . 
e told newsmen th at disclosuies 
sh aken and windows sh attered in du,nn<? **“ . ,elev‘sied Slen;’tc Probe , , 5 L / ! l ? Sen',°r - p''ocf snon-, 
South Ch arleston. St. Albans. In-1 nto ,h e dlspute of h ith erto-unpub- » > and recessional m tradibonal 
cxiuin im anesion. at. Aipans. In- ,• , 
, 
. 
. 
^ 
, ,v 
„ 
.............*v 
stitute and Dunbar, spotted a few lsh p? transcripts of Army-moni- WP and gown h igh ligh ted th e an-,Talbot 
presented 
th e 
miles apart along th e h eavilv-in- i° red 
,ph one 
™ nversations, 
be- auf» reeogmtion assem bly h eld at aw ards and gift to th e : 


4,(XX) feet. 


Ironically, th e Salem airm an was 
due h ome th is weekend on fur­ 
lough along with Don Abrams, son 
of Mr. and Mrs. Ray Abram s of 
th e Benton Rd. Don, wh o arrived 
h ome last nigh t, was in th e air 
noon for presentation of awards. al th o samo t,m(' th at Hfe. Co<ta 
Student Council President Robert V‘as 
^ 
Abram s’ plan h ad 
CoUncil taken off in 
3 north erly direction. 
miles apart alonx th e h eavilv-in- IUICU 
pi,OIie 
conversauons, 
De- “u° l ‘^ . » u u h assem uiy neia ai aw ards and gift to th e sch ool. Vi- 
“ I 
was 
th rown out with 
th e 
'HiistriniiTPH rivpp ‘fmnf 
’ 
tween Senate Investigations sub-,Sal<?m HiSh Sch ool Friday after- vian Vavrek. girls ath letic associa-’Srat-M c ollier told newsmen. 
“ 1 
.. 
* 
r n m m itfp p cpnafnrc 
nnri 
C n rro l 
tin ., nv n,- id 
1__ 
. 
, 
nn 11 zxrl tho 
•• r, r.K.. * . . . ^ „ J 
dustrialized river front. 
■ 
... 
. 
. „ 
Th e first explosion, with a fire- 
£ ena‘ors and Secretary 
ball strikingly like th at from an ,°‘ ,th e Army Stevens, -blows up 
atomic blast, occurred about 7:40 
~ * ?.e CaJ f 'j • 
p.m. EST. Four h our 
later, fire- JAj'A/ ^ t 
A ^ 
men were beginning to gain on th e " L I / 0/ 
°"e af,er ,an°th cr y° s‘ 
ch emical-fed blaze 
°rday- ,break 
a I0« 3™ “ver 
Delbert 
Simmons 
of 
Dunbar. / [ 1CleaSe th at bad 
Leld th ,e,m 
h riitiocr 
i 
. 
4 
, 1 
back since soon alter th e public 
driving 
past th e plant at th e time in 
i 
b 
an Apri, 22 
of h e first explosion 
said ."all I ( alK Qun(e Stpvens 
could see was a big flash of wh ite 


Ne w Gifts Bo o st 
Mt. Un io n Bu ild in g 
Fu n d To $1756,000 


Tracing th e fur- 


to call a restricted session on Ko­ 
rea Monday. 
Apart from a brief procedural 
debate early in th e conference, 
Monday’s session will be th e first 
to discuss th e Korean problem pri­ 
vately. It will be limited to th e 
Big Four, Red Ch ina and North 
and South Korea. 
A conference source said th c pur­ 
pose of th e restricted session was 
to “ find th e most elegant m eans 


of 852, th e 114th class to win dip­ 
lomas from th e Naval Academy. 
In Hartford, neigh bors described 
h im as “a very nice boy” and h is 
family as “ good solid Americans, 
very 
patriotic 
with 
no 
foreign 
ideas.” Teach ers wh o knew Pol­ 
lack in h igh 
sch ool h ad 
warm 
praise for h im. 
One Hartford neigh bor said Mrs. 
Pollack, th e boy’s m oth er, “ was 
very h appy wh en sh e left for An­ 
napolis” and th at “ sh e didn’t know 


been 
improved 
greatly 
by 
th e 
group’s decision to retain th e divi­ 
dend income relief provision. 
Th is also wras th e viewr of Sen. 
George (D-Ga>, senior committee 
Democrat. Asked after th e vote 
y esterday 
w h e t h e r 
th e 
ac­ 
tion brigh tened th e ch ances for a 
general income tax cut of some 
kind, h e said: 
“ I would th ink so. I would h ate 
to go to th e floor with a bill wh ich 
gave th is dividend relief and didn’t 
do anyth ing for 90 per cent of th e 
taxp ay ers/’ 
George cam e up y esterday with 


tion president, gave h er aw ards, 
PllUed th e parach ute ripcord, 
and th e new Amerian Legion com- p was 
^ rst 
tim e I h ad ever 
niander. Clifford Wh innery, pre- P®f8ch uted. 
1 sented certificates and medals to; 
Collier said h e landed in water 
Legion essay contest winners, 
UP 
h is knee« , “ took my gear ar\c 
: 
Ch ester Brautigam awarded se- Parach ute 
off 
and 
inflated 
th e 
nior sch olarsh ip examination cer- raft' 
\ ^°°kod for th c planes but 


ALLIANCE - Tracing th c fur- ti.ficates ^ - C h a r l e s Jones, senior!“ “ 1^ 
se* 
1 dld not 
th er progress 
of th e current build 
ass presldent- 
P r e s e n t e d th e | arl^ °tner routes, 
ing fund program at 
Mount TTninn 
s c h 
o 
o 
] th e annual c]as* *i*t. 
i 
Cause of th c crash h as not brer 
fire and 
m y c a r t u m ^ 
4UVICU « « v w « , m a i r „ n_ 
Vm ° n I 
t h « * « 
______ 



determ ined, alth ough 
3rd Marini 
Th e original bla 
ceeding ones sproad fear and 
sternation th rough out th e area 


C h a V ^ n dl ,h BaSefba11 ,Park 
os saying th at th en current reports I I uupi™ wim otncl' contributions 
.« rle.ton 
th e 
f i r s t 
explo-jo{ preferential treatm ent for Pvt. i, 
**,1 , ° arp a- ralsc ,h c current 
slon sounded like a roll of th under. ;G Davjd Sch jnc ..were 
m uch ! oU ' to m ore th an th ree-fourth s of 
Pete Droddy, wh o resides about exagera.cd,.. 
Army’s ‘ formal ‘ f 
° Ver_a11 buildins goab 
1% miles from th e Institute p'ant, rh arges 
accused 
th e 
M cCarth y! 
L ar« est of th e gifts was a $ 25,000 
C o i n 
( h r t 
f i v n l 
U l r . n l 
1 
J 
L .* ^ 
J 
" 


mg nasn ot wmte 
Th e 
,b 
ted ste w n 
¡„ 
ing fund program at Mount Union j 
^ 
- 
» "■ 
determ ined 
alth ough 3rd M ann 
turned around.” 
M arch g talk with Sen Symington College. 
President 
Dr. 
Carl 
C. 
Th om as Croth ers named Wendell Wj 
Co.nm ander Brig Gen W," 
last and four sue- , D.Mo) sh ort,v beforc t, 
A 
Bracy told more th an 300 alumni Dunn recipient of th e Anon Music „ 
* G M 
g jd "We belie I 
ead fear and con- ffled 
, 
-p ressure” 
ch arges^^fath ered on th e campus today 
o f I Award wh ich h as been presented toe ie a dp la ne m ^y h a v ^ m a de / 
ea- At against McCarth y and h is aides, th ree 
^ 
wh ich . I J? outstanding m usicians only five ?uddpn 
during instrum ent W 


r k ,ln os saying th at th en current r e p orts 
/ 
U p I e d , 
w,th oth cr 
c o n t r i b u t i o n s 
b m es 
m 
h e 
past eigh t 
y ears, j 
. 
g instrum ent fly 
Croth ers also announed th e M arie 
Burns music winners: Sander De 


cam p 
of 
seeking 
by 


of breaking off th e Korean talks” 
; 
~~ ~ 
T'“ " 
1 
a « uimrisp Dlan wh ich h e offered 
b 
anyth ing about th is; sh e was so a surPrise Pian 
uua e u 
proud of h er boy.” 
Pollack’s m oth er was 
said 
to 


in view of th e apparently irrecon 
cilable positions of th c two sides. 
Th e inform ant said th e 16 U.N. 


as a substitute for th e dividend 


Allies y esterday discussed 
th eir :bavc b e e na corseliere at a Hart-i 
"strategy tor adjourning th e K o-|ford departm ent store until it w ent' 
rean ph ase of th e conference.” 
j " / 0 business 
One W estern source said "th e! 
Yadlowsky related th at h e bough t 
Communists will never make a i 


Turn To TAX PLAN, Page 5 


said th e first 
blast 
rocked 
h is 
h ouse. 
Like Gig antic Mushro o m 
* Th e th ird blast looked like a th e 
investigations 
subcommittee 
gigantic m ush room ,” h e said. “ Th e h eaded by McCarth y, 
smoke and flames seemed to rise | 
Th e calls also disclosed th at Sy- 
about 300 to 400 feet into th e air. mington joined 
forces 
wh th 
th e 
It jarred pictures from th c walls Army side at one point in th e dis- 
in 
h ouses 
all 
around 
h ere and pute before it got to th e h earings 
broke windows/* 
j stage. 
Droddy said 
h e felt th c “ h eat Symington w’as quoted as advis- 
on my face but I didn’t feel any ing Stevens to seek advice from 
¡sh ock.” 
Neil Boggs, a Ch arleston Gazette 
reporter 
wh o 
witnessed 
atomic 


: grant from th e Kresge Foundation 
im proper 
f ^ , 
ulc s *c x-uum 
means to wnn special privileges 
0 
IJetroit. Th e funds, first ever 
¡for Sch ine. a form er consultant to leccived by Mount from th e Foun­ 
dation, are symbolic of th e final 
$ 25.000 needed to reach th e goal 
of $ 2.345.000. 
A gift of $ 9.000 was m ade by 


concession liable to endanger th eir 
absolute h old on North Korea. Th e 
only possible progress would be by 
way of still furth er concessions by 
th e West—and we already h ave 
m ade enough of th ose.” 


O'Hara Raps Propos e d 


Bus Se rv ice Change s 


Clark Clifford, a form er top aide 
to President Trum an, and as tell­ 
ing Stevens th at Deputy Atty. Gn. 
‘tests in Nevada wh ile in th e Army, William P. Rogers was “ one oth er 
said th e fifth and last explosion fellow th at is on your side.” 


Collier said th e planes took off 


Jane, Jerry 
Wolford, Dick Cop- !* 1:* P 
EfhT and ''y,£ t 
A 
pock, Bill Jerm olenko, Duane B a-!f° rf ' h c ,crash 
h p C 0' 
” " , Z 
tes. Carol Luke, B arbara Cam eron, lnstruf a”t Pancl 
^ 
» » '2 w 
and Jackie Welsh . 
p. m .)/* 
T 
TT 
«I 
Th e collision 
was west of H om e 
Jam es 
Howell 
was 
given 
th e stead in a rem ote area about h alf- 
Bausch -Lornb science award b y way across th e extrem e lower part 
I t' 
r 
, 
. 
°f th e Florida peninsula, 
i is. Fraiik 
disclosed th e 
One plane exploded, scattering 
nam es of Brooks Contest winners debris over a wide area. Th e oth er 
th n AmpHnan 
tt,,, 
^ ' : 
oeDris over a wiae ai 
Foundries Co. for creative writing. 
Th ey a r e :;rrq sh pH ana h nrmv) 
and $ 5.000 from th e M. O'Neil Co. I Kath leen Baker, B arbara Cobourn. 
* 
* 
Elame Cavanaugh , Donna Blend­ 
er, Jan Harris, Curtice Loop, Bar­ 
bara Cameron, Jim Gow and Nan­ 
ce Zeck. 
To lose th e assem bly, Miss De- 


One body was found in th e burn­ 
ed plane, anoth er near th e wreck- 


Turn To PFC. COSTA, Page 5 


Ohio To Be Targe t 


th e IWO insurance about 1937. “ I 
wanted th e sick benefits,” h e said. 
“ I paid ch eap and I th ough t 
1 
would be all righ t and now 
h ave 
C0LUMBUS 0h io e s t a t e Rep. 
trouble.” He added th at h e dropped De,m ar T 0 ,Hara y esterday de. 
th e insurance wh en th e govern- clarpd 
Q 
ch a 
in bus 
ment began its ch eck 
on h is son. Uervicc 
between East 
Liverpool 
"Please do someth ing to 
h elp 
and Stcubenville wffl result in ,n. 


bcJ .P..ea, _ : 
l ad y/ ? l u adequate sch edules. 
He te« tified before an attorney- 
exam iner of th e state utilities com­ 
mission at 
a 
h earing involving 
th ree bus companies. 
Th e Valley Motor Transit Co. of 
East Liverpool wants to abandon 
between 
Wellsville 
and 
A 
new 
concern, 
wants 
th e 


didn’t know’ anyth ing, 
1 just took 
. th e insurance.” 
$50 0 Suit Brought For 


Damage To Che rry Tre e 


c ia rk Ash man ot r d 
2 
E ast 6 Countians To Atte nd 
Palestine h as sued Robert Taylor 
of Neglev for $ 500 dam ages to a 
Re lie f 
G rO U p Me e ting 
wh ite sweet ch eir\ tree. 
. 
Six Columbiana County persons j service 
« v 
Ash man, in an action filed m wm a ttend th e annual convention Steubenville 
Co m m o n Pleas Court at Lis 
n. 
^ 
Qjlio state Association of Steubenville Bus Co. 
said Taylor crash ed into th e tree - Soldier 
Relief 
Commissions 
at righ t to serve between Steuben- 
with h is auto last winter, uproot- Mansfield Junc 
IS_20. 
ville and P ort Homer, five miles 
I 
Making th e trip will be County south 
of 
Wellsville. Greyh ound 
Besides th c loss o 
teuit w 
c 
Soldiers Relief board 
m em bers: wants permission to pick up pas- 
h e h as h arvested from th c iifc th e fjonajd 3 Mackall of E ast Pales- sengerv bctwreen Port Homer and 
past 10 y ears. Ash man said. th e |tinc p rude nt, R. L. Hutch ison of Wcllsvilc. 
tree furni.h ed th e only sh ade to s alem and Jlo.'-tc 
Sexton of Lisbon, O’Hara said residents along th c 
th at pa -1 of h is land. 
service directors C. D. McCullough ijne wrant th e present service or 
and Joseph G. Reed, both of E ast more 
frequent service 
for 
th e 
ALIEN IS ARRESTED 
Liverpool and Wallace E. King of “ gap” between 
Port Homer and 
CLEVELAND ifr — Im m igration Lisbon. 
Wellsville. 
D epartm ent 
agents 
located 
one 
------------------------- - 
Alex Hogg of Youngstown, Grey- 
alien y esterday in a ch eck of rest- 
GUILD SERVICE SET 
ho und division ch ief, testified Grey- 
aurants in W arren, Oh io, for Greek 
Baccalaureate service, m ass and h ound plans 
to m ake stops 
in th e 
seam en wh o jum ped sh ig. Andrew communion for m em bers ot 
S* “ gap” on its prerent 
th ree 
daily 
Koutsouris. 27, was picked up in Paul Junior Guild wfll take p 
ace tr ;ps each way Valiev Transit now 
an eating place wh ere h e was earn- Sunday at 9 
a.m. 
in St. 
Paul 
m akes a 
dozen trips 
a day each 
ing $ 67.50 a week and h i> m eals f df Ch urch . Th e breakfast after 
th e way 
wash ing dish es. J. S. Kersh ner, mass will be in 
th c sch oolh ouse. A Steubenville Bus representa- 
chief of th e U.S.Im m igration 
Serv -; 
--------------— -------- 
live testified th at company is “ not 


Th e over-all total th us raised for 
five new campus buildings stands 
at $ 1.756,000 — or approxim ately 
76 per cent of th e goal. Of th is 
amount, a total of $ 502.000 h as 
been contributed by individuals and lores Leone was announced 
t h e , 
industries in Alh ance. 
“ Football Queen” for 1954-55 by ' 
iiGiw u .d 10 u.i vuui 
r 
carnP3i£ n 
got 
off 
to 
a th is y ear’s 
queen. Miss Doris Me- r 
r i t 
• 
i n 
I 
f 
w’as “ th e biggest th ing I’ve ^ e n 
Th e Missouri senator gave th is ch a‘lenging start last fall wh en an Narnec. 
I O f A lO fT H r 
A t m f K ^ 
since 
th e atomic bomb. It lasted explanation as th e content of h is *?ron- mous d°nor,gave th e collge 
Baccalaureate services 
will be 
about 
two minutes and gave off a transcribed discussions with Stev- f 
' j0 000’ th c la r?est single gift in * h eld tomorrow evening at 
8 at th e COLUMBUS, Oh io W—Oh io 
w’il 
¡terrific, suffocating, searing h eat, ens cam e to ligh t: 
sch ool s h istory. Since th at time h igh sch ool% with com m encem ent be tbe taW t for two mock atomi< 
but th ere w’as no sh ock wave.” 
i 
He h ad 
willingly taken “ sides” jcam Pai 8 ns h ave 
been active 
in exercises sch eduled Th ursday eve-¡stack s J unG 14. 
A. Rankin Doqach y of St. Albans with th e Army in an effort to 
h elp m an>' area cities. 
ning at g;1- at Reil]y stadium ,; 
R’s aH part of a civil deier.s» 
Stop 14. across th e Kanawh a and stop M cCarth y’s reported abuse of 
Amon3 th e iatest city totals are weath er perm itting. 
'international test exercise June 14 
about 
100 y ards downstream , said Army witnesses; th at h e h ad not Jh e 
Akron S18,438; Can- 
Rev Cjare D avis pastor of th e 
15 th rough out th e United States a n< 
“ it was just like an earth quake.’ 
talked to any principals in th e case *°n* 
Cleveland, 
$ 3i.3<2; Meth odist Ch urch , will deliver th e its territories, known as “ Opera 
A one and a h alf story m asonry outside th e h earing room once th e } oun^sTtown’ $ 110,000; Detroit, $ 96,- | ermon at th e Baccalaureate serv- tion Alert.” 
and cinder block kennel on Dona- subcommittee took on its investi- ’^ 5 ; W arren, $ 6,439; East Liver- j jces. 
Th e test on civil defense opera 
ch y’s 
property was split h orizon- gations; 
a n d 
t h 
a t 
h 
e did 
n o t 
k n o w 
P°ol. $ 10.000; Columbiana, $ 1,581; : 
Two nscia] 
0Vents, th c annual tional procedures 
at th e 
local 
¡tally 
from th e force of th e explo- if Stevens ever went to Clifford. | E asl “ 
^ U ne , $ 1,100; and Paines->j unior-Senior prom, h eld last nigh t county, area and 
state level 
w’il 
sions. Th e crack, about two inch es 
Rogers, 
already named in 
Me- vllle’ s l -44°- 
at th e Salem Golf Club, and th e be a stern one. 
wide and 30 feet long, ran across|C arth y contentions th at adminis- k | _ ^ 
A § 
¡Alumni Association Banquet sch ed- 
Oh io Adj. Gen. Leo M. Krebc 
both sides of th e structure. 
Th e first blast was followed by 
Turn To MCCARTHY, Page 5 
N o O n e I n j u r e d I n 


T w o R oa d A c c i de n t s 
Six th Cope Brothe r To Ge t 


De gre e From M t. Union Colle ge 


ice h ere, reported th e arrest. 
New Saturday Qo sing Time 
interested” 
in 
Will be 5 p. m. Union Valet Dry p ort Homer. 
serving north 
of 


uled next Friday evening, also are enounced th e myth ical assault 
included in th e year-end activities, yesterday. He said Oh io would bi 
Tickets for th e banquet arc now *be target for a mock enemy grou] 
State h igh way patrolmen investi- 0n sale. 
of 45 planes th at will simulate ; 
ga^ed two district traffic mish aps 
Th ^ public is invited to both th e devastating 
air 
attack—complet 
Friday th at resulted only in minor Baccalaureate service ar^d th e com- with A-bombs, h igh explosive an< 
damage to th e veh icles involved, meneement exercises if th e latter incendiary bombs, ch emical am 
An auto driven by Lawrence Ray. [s h eld out of doors. 
biological agents and sabotage 
32. of Pittsburgh 
and 
a 
truck 
-------------------------- 
Th e first assault would occur a 


Wh en Joh n Th omas Cope of Sa- and Rubber Co. in Houston, Texas, o/coium b us MUfcted a t T e " i n t ^ T<> A t t e n d C on v e n t i on 
a/cievel'airf at 
1 
2 
m ^E ST 


« p l o ^ a T ^ o m m e ^ n t 
^ e ? - 
^ 
K Cop° Was tbc " Cxt 
RoUtos 
6 2 and 
1 
7 
3 =" 
Columbiana Count;, Commission-Th e 
" w 
e L t o ' 
t l 
L"at 
2 X 
cises at Mount Union College Sun- Rraduate- “ 
1933' and U now ;"i 
p a/ “,L pl 
3 PJ " th e 
• 
i 
d Zn anrtC i ^ r / " ' W 
P m ' EST in Dayton- 
Youngstown 
dav h e will be th e sixth broth er of Ncw Jerse-V as a salesman for a 
Patrolmen said th e ajto skmed ton, and Galen Greemsen. and th eir Steubenville, Toledo, Akron Canton 
th e Cope familv to earn a degree wh olesale funeral supply concern. ? U1(* ly [° 
a ngh j turn and .wives Probate Judge Louis Tobin Ironton, 
Hamilton, 
Middletown 


4 
4. 
4 : i 
• ,, 
. 
j y 
, 
__ 
^ 
th e truck wh ich was following at- and h is wife. Mrs. Frances Mor- Elvria 
r u 
p“ -Si£ ”*a s ~ s s i ’‘T- — 
H i ’ff.* 
,h ' 5"“T? r w 
r- «► 
« " fssrsss. arrs s s 
zfz-srzssri ZJSzsitZFr- tt 
In 
addition, two sisters also 
at- plant wh ere Rich ard Cope is lo- truck. 
National Association of 
Co untv Of 
uunrW 
supp^rt c>rsanizations. sta t 
tended Mount Union, alth ough not c a ted. A y ear later, in 1939. th e 
A sim ilar m ish ap occurred offic ia ls June 8-12 
^ 
* surh 
th 
oth er 
or^a N a tion 
» completing work for degrees. 
fourth broth er was graduated from 
Route 7. five miles south of Rogers,» Th e will leave Sundav for Oma 
h 
i 
h l gh wa-v patro1 
A business m ajor, young Cope Mount Union. William S. Cope is 
at 5:30 p.m. between autos driven h a 
Neb 
* * 
^ departm cnt and th e mill 
will follow 
th e 
footsteps of h is now in England 
in 
th e 
British by Terry Leslie. 22. of RD 3. Lis- 
V 
rom 5*cte and federal level 
fath er, Joseph J. Cope of RD 2. Sa- Sch ool for 
Land-Air W arfare 
i n ^ n , and Samuel Yaquinto, 27, of 
j ust 
Arriv ed* * 
W 
P arl* 
lem. in th e nursery business. Th e Salisbury, following duty 
in th e Wash ington. Pa. 
Oranges. G rapefruit. W atermelons 


Mo dern 3-Rm, Unfur. Apt. 
located 2204 E. State. Not suitable 
for ch ildren. Ph . 6158. 
Ad. 


Cleaners. 


Spinet Piano ! ! 
See th em at 893 N. Howard. New 
$ 845 model; only $ 450, ready to de­ 
liver. One of th e nation’s very best; 
m akes! 
5 y r. 
guarantee! 
Jerry 
Renkenberger. Dial 7634. 
Ad. i 


Dance Slo v ak Club 
9:3 0 to 1 2 :3 0 Music by 
Joh nny Butch ko 


Po lo Game Sunday at 3 
Cleveland vs. Salem 
North Ellsworth Road Field 


Ad. 
Interested 
parties 
h ave 
June 
20 to file briefs. 
until 


2 0% Iro nwear Ho se Sale, 
Ad. 
Still In Progress. 
Strouss Hirsh berg’s 
Ad. 


Open Tuesday s Til 9 P.M. 
Friends Book Store 
Ad. i 
Dam ascus, Oh io 
Ad. 


five oth er broth ers h ave followed Pacific Th eater during World War 
Both "veh icles were south bound,!Cantaloupes 
diverse path ways in oth er direc- II and during th e famed Berlin patrolm en reported, and th e Ya- 
s u ange Store. 
tions. 
airlift. He is a lieutenant colonel quinto car attem pted to pass as I 
_______________ 
First in th e family to graduate and h as been ch ief of th e opera- Leslie started a left turn. Th e cars 
Bedding Plants and 
from Mount was Rich ard J. Cope, tions branch of th e Tactical Ar sustained only minor dam age. 
e 


Kaiser’s Bakery ' 
will sta rt baking 
Mon. June 7th 


class of 1931, wh o is now safety 
m anager for. th e Goodyear Tire 
Turn To SIXTH COPE. Page 5 


D- 
^ 
_ 
, 
Immediate Po ssessio n! 
P.ants. 
Open 
evenings. 
Endres 37 mo. old, fully m odern 
6 too. 


Lutheran Lawn Festiv al 
Applicatio ns fo r Salem News 
In Wash ingtonville. 0. 
newspaper route« being taken now. 
Saturday , June 5 th. 5 p.m. until ? Boys m ust be 1 2 y ears old. Apply 
Co me fo r Supper. 
Ad. ¡at Salem News 
office. 
» 
Ad. 


- 
& Gross greenh ouse. S. Lincoln 
Used Walnut Dining Ro o m Suite Next to th e Penn. Railroad 
Ad 
5 ch airs, h ostess ch air, beautiful 
_ _______ ___ 
I leng buffet, extension table. Like 
Bettie Lee Dance Recital 
new. Sh ould be given a good h ome. Salem High Sch ool auditorium 
8 
$ 195. Salem Appliance and Furni- p.m. Mon. eve., June 14. Get tickets 
tUTe Co. 
Ad. from students. 
Ad. 


h ome, N.E. side. Dial 8 8 7 0. 


Sav e as hig h as 50 per cent o n ne 
furniture. Have your old suite r 
paired and recovered as good 
i 
new. W orkmansh ip guaranteed - 
Arbaug h’s. Call 5 2 54 . 
Ai 


SA TU R D A Y , JU N E 
l* e Sa lem New» . pufciia ned da ily lev erunf) ex cept Sunda y a t in N. Linco ln Av e 
Sa lem. Oh io . Entered a a a eca nd cla— m atter a t ta e po a to !i:ce 
a t Sa lem. 
Qhi 
TW O 


Ou r Ch u rch es 
igtble TOo rh a 
to ICtur by 


Series Scheduled 


To Begin July 4 


In the pa ntry o f o ur ho me is a g a dg et used fre­ 
quently by my wife. It is ca lled a sifter. She u ses 
it to sepa ra te the undesira ble elements fro m the 
g o o d flo ur. .Beca use o f the sifting , flo ur is a ble 
to ma ke much better brea d tha n o therwise. 
It is thrilling to me to kno w tha t beca use o f the 
sifting Peter wa s to beco me a much finer disciple o f 
the Lo rd. It is ev en mo re enco ura g ing to kno w tha t 
Jesu s is pra y ing fo r us a nd tha t thro ug h Him we ma y 
be sure o f o v erco ming o ur difficulties. The ev ents 
which o ften distress us a re but the sifting thro ug h 
whkh Jesus is g uiding to ma ke us no bler perso ns. 
Dr. Richa rd L. Ja mes 
Riv erside Av enue Christia n Church 
Ja ckso nv ille, Fla . 


PRICE 


If p rice is an o biect. th en Arb^u gh s is th e 
p lace to bu v y o u r carp et o r lin o leu m, becau se 
at Arba ug h's prices a re eq u al io o r lo wer 
tha n 
o thers in the field 


An d At No Ex tra Cha rg e, 
an Arbau gh cu sto m­ 
er is assu red man y additio n al featu res: 


1 .—Ex perience* Arbau gh ’s p eo p le h av e h ad 
a to tal o f 61 wo rk y ears o f ex p erien ce in do in g 
to p q u ality wo rk 


2 .—Wo rk Bo o m Arbau gh ’s main tain s Sa­ 
lem’s o n ly co mp lete carp et wo rk ro o m to as­ 
su re ex cellen t sewin g an d bin din g. 


3 —Free Mo thpro o fing . A fiv e-y ear gu aran ­ 
tee again st mo th damage is giv en with each 
carp et p u rch ase 


4 —Selectio n. Arbau gh ’s o ffers Salem’s mo st 
co mp lete carp et an d lin o leu m selectio n . 


5.—Credit* Liberal credit terms are easily 
an d q u ick ly arran ged fo r th o se 
wh o desire it- 


6.—Deco ra ting Help* Arbau gh ’s ex p erien ced 
p erso n n el are alway s av ailable to giv e v o u th e 
h elp an d su ggestio n s y o u n eed, wh en y o u n eed 


Co me in du rin g sto re h o u rs o r call 
samp les sen t to y o u r h o me- 


Sta te a nd Linco ln 
Pho ne Sa lem 5 2 5 4 


Open Thursda y a nd Sa turda y Ev ening * 


Co lleg e, specia l tra ining , o r perha ps a business o f y o ur o wn? Wha t­ 
ev er y o u g o a l, a reg ula r sa v ing s pla n will help y o u a tta in it 
q u ick er. 
Once y o u g et into the ha bit o f sa v ing here reg ula rly , y o u 
can lo ck 
fo rwa rd to the da y when y o ur pla ns fo r the future will 
co me tru e. 
We'll be g la d to o pen y o ur insured sa v ing s a cco unt here with 
a co n ­ 
v enient a mo unt. 


In Every Home On a Service Basis 


Ou r bu sin ess is So ft W ater Serv ice! 
We in stall a water so ften er 
in y o u r basemen t o r u tility ro o m. We o wn th e eq u ip men t an d we 
tak e care o f it. It p ro v ides 
1 0D% so ft water, wh ich is also filtered 
to remo v e iro n co lo r—at a tu rn o f th e fau cet with o u t an y in v est­ 
men t o r an y atten tio n fro m an y o n e in th e h o u seh o ld. 
Today's 
Special! 


A L U M IN U M 
LAWN 
CHAIRS 


Depo sits ma de o n o r befo re the 1 0 th 
day o f 


a mo nth will ea rn div idends fro m the first 


da y o f tha t mo nth* 


Did y o u k n o w th at we h av e o v er 500 cu sto mers in Yo u n gsto wn 
wh o se water is 5 grain s h ard? SALEM WATER IS VERY MUCH 
HARDER! Ou r u n it also remo v es u n p leasan t taste an d o do r. 
It’s a PLEASURE to look 
sv O, 
PRESENTABLE 


ORDER SOFT WATER SERVICE TODAY 
FORGET ALL ABOUT HARD WATER TROUBLES 


When wfi do your shirts! 


• If y o u 
a lu a vt wan t to lo o k y o u r 
best, let n * do 
a p ro feesio n ai 
jo b o n y o u r sh irts! 
Th ey ’re wash ed 
an d iro n ed to 
p erfectio n , wh ile o u r 
sp ecial \ elv et 
Rain bo w Starch k eep e th em smo o th 
an d su p p le 
mu ch lo n ger 
th an sh irt* lau n dered at bn u M T*J 
m o n y o ur n ex t « ha rt ha ndle! 


LOW IN COST TOO 


(Fo r Av erage Family ) 


Hook-Up and Installation Charge, $15.00 
Woven Plastic Seat 
and Back 
SAVINGS a« l LOAM 
■ 
COMPANY 
SOFT WATER DOES NOT COST — IT SAVES 


Reg. 11.9 8 
SEARS 


IN SALEM 


Phone 8705 - 3455 


9TMTIIERS 
YOUNGSTOWN 
SALE* 


ASSETS OVER $68,000,000 


SURPLUS A N D RESERVES OVER $9 ,000,000 


AT OCR OFFICE O S DELIVERED 
American Lau n dry 
A N D DRY C L E A N IN G , IN C. 


<7 8 So u th Bro adway 
PbOi 


NORTHERN OHIO’S WATER-CONDITIONING 
HEADQUARTERS 


Ph o n e ENterp rise 67 1 7 
(No to ll ch arge) 


COR .EIGHTH & ELLSWORTH 
SALEM. OHIO 
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Confident Living 


By DR. NORMAN VINCENT PEALE 


How To Pray About A Problem 


! specific prob lems 
and you 
will . 
! get it. 
Second, b e willing to wait for an | 
! answer. After 
having asked f o r 
help, let go the m atter; leave it up 
to God. Successful prayer is b ased 
on how much faith you have. “ Ac- 
Ben Lucian Burman, the novelist,!lived in this country.- 
‘ 
cord^ f 
* 
faith, b e it unto 
tells ab out a hill country preacher j 
My own experience b ears him ><>“* 
who ciscovered a wonderful de- out. We are undoub tedly having a 
. 
’ 
. 
. 
f 
scription of the power of prayer, real spiritual renewal, the greatest 
« 
, " ,0 . , 
This preacher walked out of his ‘resurgence of religion in a century. 
Behe\e tnat the right 
, 
P teener 
a ,1 ¿4- 
nartinrariv hv swer wlJl come. Practice patience 
church and found one of his con- And it is marked particuiari} 
d\ 
faith 
gregation stand- the universality of prayer. From 
41 
V j 
v 
# 
a * 
ing 
with 
h i s the President in the White House . . 
f ' 
0 n<? 
e a raid to a' k 
arm thrust up and the memb ers of Congress in b ‘*; A maa I “» « * J» art. >8 » and, 
in the air hold-,our Capitol down to the least of who was a great expert m prayer I 
ing a b all 
of us, people everywhere are praying. ,cl'lRh' 
r? ua,; 
Thmk b lg' 
string 
Not ali of them go to church, b ut b eIieve b l§ ’ W 
“ ?• ’ Some pray- 
"What 
a r e 
they pray nevertheless - and more ers aJ e f° 
1,ttle 
that God “ 
j ~ 
___ 
„ a r:n rt 
we do not mean them, and He 
vou doing there, and more of them ere going to 
» 
■ 
,, 
, 
, 
. 
c 
. „ 
only answers 
pravers that we 
Brother?” 
he church every Sunday. 
n * 
« 
•« * 
, 
. 
. 
. 
• , J ^ 
mean. Of course, He will turn us 
asked curiously. 
With all this interest in prayer, 
. 
* 
... 
, ... 
. 
down rometimes. I have prayed for 
4 Flying 
a one of the questions most frequently 
* 
^ 
i 
i j 
t 
.» « 
- T 
lots of things to which He has 
kite,” the m a n asked of me is, “ How do I pray in 
° 
Dr. Peal. 
answered. 
I such a way that it will b ring a f ld; 
No." ** « ?at 
The preacher looked up at the solution to my prob lems?" 
i 
•' ¡T' 
• 
e 
b lue, clear sky. "I can't see any, 
P°et' Ta,g°re: T 
te'„ ‘ ‘ “ 1 
° 
. . „ . 
.j; 
! riDC:T 
b een saved b v His hard refusals, 
kite,” he said. 
f 
FIRST OF ALL, pray with con- e 
4. 
* 
. 
. , . 
4 
... 
Ti . au 
a u r j 
„ 
;n 
Sometimes our prayers should b e 
Neither can I, ’ the man told fidence that God wul guide you 
r f 
. 
, . 
a t 
1 T T . 
I . 
. 
. . 
^ 
. j. refused 
and it is to our advan- 
him, “ b ut I sure can feel it tug- ab out what to do and how to do it. 
receive a “No” answer 
ging.” 
¡Ab raham Lincoln’s simple trust inj 
^ 
\ 
1 
A 
, 
a _a, 
. 
, • 
But always 
rememb er there is 
« . « w 
. . , Prayer' c,°"stant'y 
i 
J nothing 
for which we are not en- 
MANY 
PEOPLE seem 
to feel hi own l.fe. reflected 
such a b e- ^ 
a$k ,f ; e do ^ wiU) giD. 
prayer tugging these days. An old lief. 
A reason many are ineffec- centv 
friend of mine in the South wrote live in prayer is b ecause of a lack 
m e not long ago. “Thi 
is the of simple trust in God’s guidance, j 
rIV u * Y 
j t*h"nk our prayers 
prayingest generation that 
e v e r Pray for specific guidance ab out ^ 
nQt ta*ke 
the lorm of asking 


for things, or even of giving thanks 
for b lessings received. An even 
higher prayer level is to ask God 
to give Himsfelf to us. What 1 mean 
b y this is illustrated b y the story 


01 a young man who was having 
a great deal of troub le and was 
trying to pray his way out of it. 
But he did not seem to get an 
answer. One day he prayed simply, 
“Dear Lord, b e with me.” Almost 
immediately he felt a sense of in­ 
ner peace. His mind b ecame calm, 
and as a result he b egan to pro-; 
duce ideas, one of which was the 
solution to his prob lem. 
Keep the e b asic principles in 
mind when you offer your ow n 
prayers and I am certain you will j| 
get right results. 


Rev. Robert Wank To Conduct 


Service In Nazarene Church 


Rev. Rob ert Wank of Covington, 
Ind., formerly o. Salem, will pre­ 
side in the pulpit of the Church 
of the Nazarene Sunday at the 11 
o’clock worship service. 
The son of Mr. and Mrs. Orlan 
Wank of Columb iana, formerly of 
Salem, Rev. Wank, was graduated 
from Salem High School and Cleve­ 
land Bib le College. His wife, the 
form er Mary Lou Brennan, is the 
daughter of L. D. Brennan of Roos­ 
evelt Ave. Th§ minister and his 
wife have a son, Daniel. 
Rev. Wank, who is pastor of the 
Covington Church of the Nazarene, 
also will speak at hir former home 
church, the First Friends Church 
here, Wednesday at 7:30 p m. 
The 
superintendent. 
G l e n n 
Thorne, assisted b y Bruce Palm­ 
er, will b e in charge of the Sunday 
School at 9:45 a.m. 
Prayer meeting for young people 
will start Sunday at 6:30 p.m., fol­ 
lowed b y the regular service at 
6:4 5 . 


Attendance Record 


Attendance record for the Four 
Township Sunday School Associa- I 
tion for the week of May 30 is as ;| 
follows: 
Beloit Friends, 175; 
G o s h e n 
Friends, 198; Homeworth Presb y-' 
terian, 99; North Georgetown B re-; 
thren, 90; North Georetown Luth-; 
eran 79; Quaker Hill Friends, 77; 
Rev . Ro bert Wank 
Reading Brethren, 69. 
_ 
, 
. „ .. 
. 
, 
Seb ring Church of Christ, 
3 26; 
. . . . . . 
. 
SwKhiy at 6.4 5 p.m. in 
Seb ring Methodist, 
1 8 4 ; Seb ringi 
Junior Missionary memb ers will ¡Sunday School annex. 
¡Nazarene, 
150: 
Seb ring 
Presb y- 
Evangelistic service Sunday at terian, 106; Seb ring United Pres-! 
7:30 p.m. will include the singing b yterian, 127; Winona Methodist, 
of old time hymns. A quartet, com- 
¡179 Total 1*859. 
prised of Edward Shoff, Raymond 
Kelly, Jack Thorne and B r u c e 


Sunday Sermon Topics 
Baptist — “ First Things First.” j 
Christian — guest speaker. 
Presb yterian — “Confusion or 
Confession.” 
Palm er, will sing. 
“ T he 1 
The Teenage Missionary Society 
Greenford 
Lutheran 
- 
Church and Peter.” 
wQl meet Monday at 
8 p.m. at the 
CaUa Evangelical - 
"The God home of Mrs. Nancy Tullis on W. 
of Amos” ‘morning and "Captives 9th St. 
Led Away” (evening). 
I 
Prayer and testimony m eeting 
North Benton and Middle Sandy Wednesday at 7:30 p.m. will b e 
Presb yterian — “Matthew,, the conducted b y Rev. E. M. Parks, 1 
Businesr Man.” 
j church pastor. 
Methodist — “ A World • Wide ! 
— 
Church.” 
ANNOUNCES APPOINTMENT 
Jehovah’s Witnesses — “ Are You j 
The Board of Education of the 
Ruled 
b y 
Fate?” 
<3 p.m.) and North East Ohio Conference of 
“ Resurrection, Our Strength-Giv- the 
Methodist Church announces 
ing Hope.’* (4 p.m >. 
the appointment of Miss Rub y Flet- 
Emmanuel Lutheran — “S o m e ;Cher as an a ssociate secretary, to 
Facts Ab out the Christian Church. ’ give direction to the youth program 
New Alb any Community — * VS it- among the seven hundred and six- 
nessing for C hrist’ (mo ning 1 “ A ty-five churches of the conference 
Change Worth Making” (evening). Miss Fletcher is a native of Platte- 
Holy Trinity Lutheran — “ True viiie. wis. 
Friendship Based on Love.” 
Church of the Nazarene — guest , 
speaker. 
Assemb ly of God — “The Sacri­ 
fice of Christ” (morning) and guest; 
speaker in evening. 


5 High School Boys Kill 


Selves In 10 Days 
LOS ANGELES O^-Two deaths 
b y hanging have b rought to five 
the numb er of high school b oys 
who have committed suicide in the 
last 10 days in this area. 
The 
unclad 
b odies 
of Alb ert 
Clarence Small Jr. and Ian Mer- 
vis, each 15, were found in their 
b edrooms. They lived in different 
parts of town and did not know 
each other. 


Nomed To Utility Post 
CANTON. Ohio 
Harold Turn- 
er, vice 
president and 
general 
m anager of Ohio Power Co., was 
named today to replace Graham 
Cla3’tor as executive vice president 
of American Gas 
and 
Electric 
Service Corp., at New York. 
Ohio Power, which operates in 5 
Ohio counties, is part of the AG&E 
system. 
Named to succeed Turner was 
A. N. Prentice, assistant general 
m anager of Ohio Power. 


F r iP e n n e yS 


A I W A * S - H 8 ST 
O U A l I I t t 


SHOP SA T U R D A Y 
9:3 0 to 8 :00 


Penney Quality Is Your Greatest Saving! 


LU X U R Y 
Cut Pile 
RUGS 


24x36 In. 
. 


27x5 0 In. 
. 


36x54 In. 
. $ 7 . 9 0 


Soft underfoot, a b laze of color 
on your floors, our rugs dramatize 
any decor . . . singly or in pairs! 
They’re deep piled, skid-resistant! 


GO TO CHURCH SUNDAY 


Bring Your 
Prescriptions 


To Peoples 


A Registered 
Pharmacist Always 
In Charge 


SfftVlC« 
DRUG STORES 
Inc 
1 4 0 East State St. Salem, Ohio 


SAVES WATER! 
•ftie 
Mayfa<y 
automatic 


v/H fi 


$2 99.95 
^ 
*iiew economy feature 
sav es as much as 9 gal­ 
lo ns o f water £ o { small 
lo ads o f clo thes. 
Free Home Trial 
MAYTAG-SALEM . . . 
KITCHENS, INC. 
303 South Brood way 
Salem, Ohio 
Ph. 5411 


w n n h 


W M IT TAKEQ PRACTICE 


What a dilemma! Johnny should sit here and practice his piano 
lesson for the next hour. But there are so many things he would 
prefer doing . . . . Of course he'd like to b e ab le to play well. Who 
wouldn’t? 
So many of us are like Johnny. We’d like to b e ab le to accomplish 
something, b ut we aren’t willing to spend the necessary time and 
effort. 
The same holds true in the practice of our Christian religion. 
How can we hope to understand the will of God without reading 
His Word or without supporting His Church? 
In order to live the richest life, we must devote our time and 
talent to God’s work. We will learn to direct our efforts where they 
will accomplish most if we will study His Word and worship in 
His House. 


***** 
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This Series of Ads Is Being Published Each Week In The Salem News Under the Auspices of the Salem Ministerial Association, and 


Is Sponsored by the Following interested Individuals and Business Establishments: 


WEST END SERVICE 
STATION 
Jack E. Cramer, Sr., 
920 W. State St. - Pho ne 7 1 1 1 


J. E. WOODS 
Co al — Feed — Fertilizer 
Wiushing to nv ille, Ohio 


STARK MEMORIAL, INC. 
1 01 4 East State Street 


SELL'S SERVICE STATION 
8 06 No rth Ellswo rth Areno « 


VALLEY ROAD NURSING 
HOME 
H Mile So o th o f Damasco s—Pho ne 1 4 1 


WARK'S DRY CLEANING 
1 8 7 So o th Bro adway 


WARNER'S SERVICE 
STATION 
Washing to n v ille, Ohio 


THE DAIRY QUEEN 
1 901 West State Street 


DAMASCUS LUMBER 
Bo x 21 3 , Damascus, Ohio 


DOMINIC'S GULF SERVICE 
1 1 3 6 E. State St. — Pho ne 8 57 5 


ENDRES GROSS 
Flo wers and Gifts 
603 East State Street 


ALESSI'S MARKET 
Co r. Friftiklin and Land? SL— 
Pho ne 5568 


ARBAUGH-PEARCE 
FUNERAL HOME 
1 61 7 East State Street 


BERG'S BRETZELS, INC. 
Lecto nia, Ohio 


BUDGET PRESS 
27 1 So uth Ellswo rth Av enue 


CITY CAB 
109 No rth Ellswo rth — Pho ne 7 7 7 7 


LEASE DRUG CO. 
State and Bro adway 


McARTOR FLORAL CO. 
1 1 52 So uth Linco ln 


THE MacMILLAN BOOK 
SHOP 
24 8 East State St. — Since 1 8 50 


FOLTZ FLOUR MILL 
51 5-51 9 West State Street 
Pho ne 3 3 8 2 


HENDRICK'S CANDY SHOP 
1 4 9 S. Linco ln — Pho ne 64 1 2 


JONES INSURANCE AGENCY 
543 East State Street—Phuue 8 7 8 9 


KELLY'S SOHIO SERVICE 
8 . Linco ln and Persning —Pno ne 8 03 9 


KORNBAU'S GARAGE 
7 64 East Pershing Street 


SALEM NEWS 
Fo r 64 Years a Dependable 
Salem Institutio n 


SALONA SUPPLY CO. 
1 23 -4 3 9 Weat Pershing Street 


STARBUCK BROS. FURNACE 
SHOP 
1 24 0 No rth Ellswo rth Av enue 


MAYHEW NURSING HOME 
1 Mile fro m Salem On Ro ute 1 4 — 
Pho ne 5298 


METAL WOOD MFG. CO. 
969 Wilso n Street 


PAUL & JOE PENNZOIL 
So uth Linco ln Av enue 


SALEM APPLIANCE CO. 
54 5 Eut State Street — Pho ne 3 1 04 


SALEM LUMBER CO. 
1 8 8 Railro ad Street 


FU UK 
THE SALEM, OHIO, NEWS 
SATURDAY, JUNE S. 195 4 


T HE SALEM NEWS 


Estab lished Jan. 1, 1889 


Pub lished 
dally 
(evening) 
except 
Sunday 
b y 
B rush 
Moore 
N ew spapers, 
Inc. 
News 
Building, 
161 
North Lincoln 
Ave., 
Salem , Ohio. 
Entered at 
postoffice at Salem . Ohio, a t second class m atter 
under act of M arch 6. 1679._______ _______ 


M EM BER 
O r 
THE 
' SSOCIATED 
PRESS 
The 
Associated P ress ts entitled exclusively to the use 
for pub lication of all the local news printed tn this 
new spaper, as well as all AP news dispatches. 


SPECIAL 
REPRESEN TA TIV E: 
The John 
W. CuL 
len 
Com pany , 
New 
Yorfc 
office, 
630 
Fifth 
Ave.. 
Chicago office. 230 North Michigan Ave. 
Cleveland 
office. 
1319 Term inal Tower. Cincinnati office. 
Vine Street 
617 


M em b er 
A m erican 
N ew spaper P ub lishers’ 
Associa, 
tion. M emb er Bureau of Advertising. 
M e m b er Audit 
B ureau of Circulation. Mem b er Ohio Select Lisl. 


News Building. 161 North Lincoln Ave., Salem, Ohio. 
PRIVATE PHONE EXCHANGE - All departm ent! 
4601. 
_________________________ 
SUBSCRIPTION 
RATES 
BY 
CARRIER, per week 30c. 
BY 
MAIL, 
pay ab le 
tn advance, tn Colum b iana and Mahoning counties 
and destinations within 25 m iles of Salem, 65.60 per 
y ear 
{3 25 
8 months. 62.U0, 3 months. Other rates 
pay ab le tn advance. Ohio and any destination within 
100 m iles of Salem , 67:00 per y ear; outaide Ohio or 
other destination! b ey ond 100 milea of Salem 110.oo 
per y ear.__________ 
________________________ 
_ 


No m ail delivery 
ca rrie r delivery . 


Alert To Danger 


By DAVID LAWRENCE 


British Pre ss Re min d s Re a d e rs O f Re d Me n a ce 


So 've r o f A ll Rid d le s 


LONDON 
Whatever impression the out ide 
world may have gotten heretofore 
that the British are unaware of 
the dangers of a policy of vacilla­ 
tion with respect to the Geneva 
Conference can certainly b e erased 
now as unrealistic. The latest com­ 
ments from the London press indi­ 
cate the exact opposite. 


unlikely to send sub stantial rein­ 
forcements to what many French­ 
men regard as a finking ship, and 
may settle for such terms — if 
any — as she can get. We should, 
therefore, make it plain at Geneva 
that, while our desire for a peace­ 
ful settlement remains as strong 
as ever, unless one is reached 
within a rea onab le time we shall 
“ The London Daily Telegraph,” ; have to join our allies in seeking 
which is one of the leading news- 
« ♦oV"ii« ino thi> *,#M- 
papers supporting the Conserva- 
other way s of stab ilising the situ­ 
ation. 


accepted in localities served b y 


C om m unications Intended for pub lication rnust b ear 
the w riter's nam e and address 
Not responsib le for 
unsolicited m anuscripts. 
___________ 
Saturday , June 5, 19 54 


Co mmu n ism In T h e New Wo rld 
A major concern of the U.S. delegation to 
the Inter-American Conference at Caracas last 
Feb ruary was infiltration of Communist con­ 
spirators in the New World. 
The prob lem was made difficult b y the knowl­ 
edge the conspirators would not b e identified as 
the agents of any foreign government. They 
would appear to b e homegrown. This would 
m ake it impossib le to pin the lab el of any Old 
World nationality on them. 
The Charter of the Organization of American 
States adopted in 19 48 had laid down this policy 
of mutual protection for the American repub ­ 
lics: 
“To adopt within their respective territories 
and in accordance with their respective consti­ 
tutional provision, the measures necessary to 
eradicate and prevent activities directed, as­ 
sisted, or instigated b y foreign governments, or 
ganizations, or individuals tending to over­ 
throw their institutions b y violence, to foment 
disorder in their domestic political life, or to 
dsturb , b y means of pressure, sub versive pro­ 
paganda, threats or b y any other means, the 
free and sovereign rights of their peoples to 
govern themselves in accordance with their 
democratic aspirations.** 
This charter took over a mutual assistance 
pledge from the Inter-American Treaty of re­ 
ciprocal Assistance signed at Rio de Janeiro in 
19 47. This mutual assistance pledge, moreover, 
was a permanent version of a mutual assist­ 
ance arrangement in the temporary Act of 
Cahpultepec adopted at Mexico City in 19 45. 
This had specified that “every act of aggres­ 
sion b y a state against the territorial integrity 
or the inviolab ility of the territory or against 
the sovereignty or political independence of an 
American state shall b e considered an act of 
aggression against the other American states.** 
anti - Communist resolution w?as adopted, to 
strengthen the mutual protection agreement. 
Guatemala opposed it and Argentina and Mex­ 
ico did not vote. Its main provision was: 
“ Domination or control of the political instl- 
At the Caracas conference last Feb ruary , an 
tutions of any American state b y the interna­ 
tional Communist movement (constitutes) 
a 
threat to the sovereignty and political independ­ 
ence of the American states (which would' call 
for consultation and appropriate action in ac­ 
cordance with existing treaties.” 
These are the means b y which the New 
has tried to protect itself against a fro nta l as­ 
sault b y international Communism — the mean« 
which may have to b e b rought to b ear for what 
they are worth if the threat in Guatemala con­ 
tinues to grow. 


Stu n t Drivin g 
The joke ab out the professional auto racer 
who chokes up at the thought of driving on a 
pub lic highway is only moderately funny in the 
light of a highway death toll of approximately 
355 last weekend. 
Drivers in the Indianapolis Speedway race 
would avoid the chances taken thoughtlessly 
b y hundreds of thousands of motorists who 
filled the highway s from last Friday to Mon­ 
day . 
It is interesting in this connection to note 
what has b een happening to the speed of auto­ 
mob iles. Not until 19 33 did the specially -designed 
racing cars at Indianapolis with trained racing 
drivers at the controls average more than 100 
miles an hour. Only on two occasions b efore 
19 33 had any professional driver reachtxl an 
average of b etter than 100 miles. 
From 19 11, when the Indianapolis Speedway 
was opened, until la te in the twenties, average 
sjieeds w ere only slight y h’gher than those now 
considered commonplace b y am ateur drivers 
“opening ’er up” on a straight stretch of pub ­ 
lic highway . 
The average speed in the 19 54 Indianapolis 
race—130.840 miles—is phenomenally high for 
a curved track. It is unlikely any one will ex­ 
ceed it at Indianapolis. But it was a stunt Bill 
Vukovich, the driver who did it, would b e riskng 
his life just as recklessly if he drove 65 miles 
an hour on a pub lic highway , with its greater 
hazards. 


Hu man Sid e Of T h e News 
When the forces of civilized endeavor re­ 
grouped in offices, factories, shops, work crews 
and classrooms after the Memorial Day week­ 
end, they had one thing in common. 
All were sunb urned. The human side of the 
news after one of the sunniest holiday weekends 
in memory was redder than the record of a 
Communist informer. 
My riads of seeds had b een planted b y pale 
people unaccustomed to actinic ray s. M y ria d s of 
fish had b een caught, holes of golf play ed, hot 
dogs consumed in b all parks and screens paint­ 
ed and lawns mowed. 
Every b ody had b een in the sun. Summer had 
b een ushered in officially in a ritual long since 
traditional in the states that celeb rate Memorial 
Day —the first overt worship of the sun. Three 
months from now. sun worship will come to an- 
uno fficia l close on Lab or Day . 
Meanwhile, b e careful whose b ack y ou slap. 


tives — the party which is today in 
power in the government — is call­ 
ing, for a firm statement of po.icy 
and is warning the Communists 
a revision of her policy of wait­ 
ing for the Geneva Conference to 
adjourn b efore making any new 
commitments. 
Presumab ly 
this 
means joining the Southeast Asia 
Security Pact. “The Telegraph" 
had this to say the other day : 
“At Geneva the negotiators are 
now getting nearer to grips. Dis­ 
cussions are at last to b e held on 
the practical details of arranging 
an armsitice and regrouping the 
rival forces in Indcchina. That 
Geneva has got this far is in a 
sense a triumph for Mr. Eden. It 
is certain, too. that all his qualifi­ 
cation 
as honest b roker will b e 
tested to the full b y the try ing ne­ 
gotiations which still lie ahead. 


“ IN THE FIRST place, it is far 
from evident that Communist read­ 
iness to talk ab out an armistice 
b etray s any desire for an arm is­ 
tice, still less any readiness to 
make sacrifices 
(such as Laos 
and Camb odia, for instance) to 
reach one. Even supposing that 
they do desire an armistice, there 
is still the question of who is to 
supervise it, wrho to guarantee it. 
By what means, moreover, are we 
to prevent Viet Minh from steal­ 
ing b y sub tlety what they have 
not already seized b y force? 
* 
“ It must also b e recognised that 
the indefinite protraction of the 
negotiations 
without any 
settle­ 
ment b eing reached would b e a 
triumph not for us b ut for the 
Communists. Such an indefinite 
continuance of 
the talks would 
make it necessary to consider a 
revision of the present British 
policy of refusing to enter into 
any commitments until the con­ 
ference has ended. There is an 
ob vious temptation to the Com­ 
munists to try and keep us in­ 
definitely at Geneva, dangling the 
prospect of a settlement b efore us 
like a carrot, while Indochina is 
simultaneously settled b y force. 
“Unless the United States is as­ 
sured of British support, she may 
hesitate to commit herself further 
in 
Indochina; 
without 
further 
American commitment, France is 


“ IN THIS WAY we could do 
much to b ridge the gap which has 
opened b etween American policy 
and our own in the Far East. It is 
true that there is no rift b etween 
what our two peoples desire. Both 
long for peace, b oth are reluctant 
to commit themselves to a new 
Korea, b oth prob ab ly sy mpathise 
with Mr. Eden’s sincere efforts at 
Geneva. Nor is the rift of policy 
b etween those who think a third 
world war inevitab le and those who 
do not; we disagree solely on the 
method of avoiding it. 
“ In essence, the American view 
is that b y taking a calculated risk 
now we shall avoid the necessity 
of taking far graver risks later; 
we think it b est to try negotiation 
to the full. Both views can b e 
cogently defended, and time may 
reconcile them. In the meantime, 
it would b e disastrous if our great 
alliance were damaged b y mutual 
suspicions. No doub t the Commun­ 
ists will do their utmost in this 
phase of the negotiations to drive 
a wedge b etween ourselves and 
the Americans; it is a danger 
against which we should b e on 
guard. 
“So far from endangering the 
prospects of a settlement, the firm 
statement of our policy could only 
enhance them. 


We 
fui a 


“ ONE MUST suppose that there 
are in the Kremlin — perhaps 
even in Peking — men who for 
various reasons are appalled b y 
the prospect of a third world war. 
If that b e so, we must b e careful 
not to undermine their position b y 
undue weakness. If we are firm, 
they will b e ab le to restrain the 
hotheads in Indochina and else­ 
where b y pointing to the terrib le 
risks they are running. How are 
they to restrain any one, however, 
if we remain divided and impotent 
while Viet Minh scores success 
after success? 
“The b est way of testing Com­ 
munist intentions is b y clarify ing 
our own. Theirs are not inflexib le 
in detail; they depend to a great 
extent on ours. There w’ould b e no 
greater msitake for the Commun* 
ists than to imagine that whatever 
happens we intend to do nothing.” 


Morse's Po litical Fu tu re 


Housing Bill Protest 


WASHINGTON 
The country ’s realtors h a ve 
warned senators that the anti-pro­ 
fiteering provisions of the housing 
b ill have made it an “ anti-rental 
housing b ill.” 
In private letters to key senators, 
John C. Williamson, secretary -coun- 
sel of the 
realtors 
Washington 
Committee, National Association of 
Real Estate Boards, called the pro­ 
visions designed to end ab use “so 
harsh. . . that there is serious 
question whether the Federal Hous­ 
ing 
Administration 
sy stem 
can 
continue to assist in the construc­ 
tion of actual housing.” Deb ate on 
the b ig housing b ill has already 
b egun in the Senate. 
It had b een passed previously b y 
the House, b ut the b ill reported to 
the floor of the Senate b y th e 
Banking and Currency Committee 
differs 
considerab ly 
from 
t h e 
House version. 
As a result of the FHA scandals, 
several provisions of the b ill have 
b een tightened up in an attempt to 
prevent b uilders from reaping the 
“windfalls” they got from over­ 
sized government loans on apart­ 
ment projects. The b uilders had 
pocketed the difference b etween 
the actual cost of the projects and 
the amount of the government-in­ 
sured loans. This was known as 
“mortgaging out.” 
The b ill now b efore the Senate 
takes this approach to prevent 
“ windfalls” : 


By DAVID BARNETT 


An FHA-insured loan can b e ob ­ 
tained for 80 per cent of the esti­ 
mated cost of the rental project. 
If the actual cost is b elow the esti­ 
mate, the b uilder m« st return the 
difference b etween what he b rigin- 
ally got and 80 per cent of the 
actual cost of the project. 
In defining the actual cost, the 
b ill includes a 10 per cent profit 
for the b uilder. 
The realtors urged adoption of 
a provision now applicab le to de­ 
fense housing. This requires t h e 
b uilder to return the difference b e­ 
tween what he got as a loan and 
100 per cent of the actual cost of 
the project.» 
Some senators have complained 
that such a provision means “pri­ 
vate profit at pub lic risk.” in that 
a b uilder who got a high estimate 
for an FHA loan could operate en­ 
tirely on government - insured 
money without risking any of his 
own capital. 
The letter say s the FHA recom­ 
mended to the committee the pro­ 
vision now in the b ill “in an un­ 
merited mood of self - chastise­ 
ment” b ecause of the scandals. It 
said the provision penalized the ef­ 
ficient b uilder. 


One aftermath of the surprising 
sweep b y pro-Eisenhower Repub ­ 
licans in the recent Oregon pri­ 
m ary is a logical if b elated ex­ 
planation b y Sen. Morse as to why 
he first turned against Eisenhower 
and then b olted the 
Repub lican 
party outright in 19 52. 
In an interview,, pub lished in the 
Portland Oregonian May 25, Morse 
said: 
“ I didn’t pick this fight with the 
Repub licans. They started it in a 
meeting at Salem when the Oregon 
delegation voted to keep me off 
national 
convention 
committees. 
They didn't want me on the floor 
fighting 
for 
lib eral 
Repub lican 
principles.” 
In Oregon, national convention 
delegates are picked b y popular 
vote and pledged to support the 
winner in a presidential preference 
contest staged at the same time. 
Eisenhower won the latter over­ 
whelmingly and in the choice of 
eight delegates at large Gov. Mc­ 
Kay (now secretary of 
the 
in­ 
terior) ran first and Morse second. 
Before the delegates caucused it 
was generally forecast that Mc­ 
Kay would b e named chairman of 
the group and Morse assigned to 
the platform committee. 


T H E RELEGATION, 
meeting 


By JAY G. HAYDEN 


hands of his fellow state dele-j 
Looking b ack over the y ears, 
gates. But Morse until last week changing sides at 
election 
time 
never had admitted that his de- rarely has proved popular in the 
fection b egan with the Salem vote long run. The La Follettes in Wis- 
against him. 
j consin and Norris in 
Neb raska 
The reason why the delegation jumped b ack and forth for a while 
refused to put Morse on the plat- with great success, 
form 
committee is not hard to 
discern. Ever since he came to 
the Senate he has b een voting 
more often with Democrats than 
Repub licans. 


IN THE FINAL analvris, b oth 
: Norris and y oung Bob La Follette 
fell in attempts to climb b ack on 
I the Repub lican b andwagon after 
¡deserting it in support of Frank- 
JUST AS THE Oregon 
Repub li- 
tin D. Roosevelt, 
can delegates 
were 
meeting, I Similarly , the late Sen. 
Couzens 


Once Over 


By H. I. PHILLIPS 


i t Ha ppe ns To Ev e ry one 


stepped in the office-b uilding drugstore 
cup of Java b efore going to the office. 
“1 ask y ou now—and 1 want y our b est answer 
—may 1 
a cup of coffee * we said. “Will 
vou repeat the question, 
the .tt.i xiant said. 
We did so. “Sugar and cream ?” a>ked the 
attendant. *it is not quite 
hat simple,” we 
replied. “ HI b reak it down for y ou . . . just 
one sugar and a very little cream, sir.” 
We got into the elevator. * A nice morning. * 
said the operator. In my opinion, and sub ject 
to certain 
qualifications, 
1 
will 
go 
a.ong 
with’ that,” we said. Arriving at the office, we 
noticed Miss Snoggins, our stenographer, was 
not there and we made a num orancum . Pres- 
ently Miss Snoggins arrived "There was a b us 
tie-up,” she volunteered. “You, have not b een 
asked any question y et. Will y ou now give 
y our name and b ackground" 
we asked. 
“ You know my name and all ab out me. I’ve 
b een here for y ears.” said Miss Snoggins, 
“ If y ou want to lei that answer stand, it 
i« okay b ut I shall go into it on cross-examina­ 
tion only . I am play ing a dual role with re­ 
spect to y ou” we explained. 
“ You're telling m e ” exclaimed Miss Snog­ 
gins. 
“ 1 will now put the question to y ou directly . . 
and y ou realize the purpose of this . . . why 
are y ou late to work ' ” She repeated there had 
b een a b us tie-up. “On how many other oc­ 
casions, if any , have y ou figured in b us tie-ups 
of any ty pe, nature or description?” we de­ 
manded. 
Our phone rang It was someb ody asking if 
we were Feinb urg’s delicatessen store 
"Sir, 
we snapped, “y ou have, if I understand it cor­ 
rectly , the wrong numb er, la m not Feinb erg s 
delicatessen store and any m atter relating to 
y our search for delicatessen products is im­ 
material and will b e excluded from today $ 
proceedings.** 
The day went on with considerab le troub le 
of this sort. Upon it« conclusion we stopped 
into a cafe for a cocktail b efore taking the 
5 47 home. 
The place was crowded and we appealed to 
our favorite b artender. 
‘E die," 
we 
said, 
could y ou let me have a fast one so I can 
catch my train, without any inference that I 
am asking for preferential treatm ent?” 


“ I regard this as a form of pressure.” said 
the b artender, “b ut if y ou will limit y our re­ 
quest to a simple request for a drink, omitting 
y our reasons for desiring it with speed, I will 
comply .” 


Morse was leading the van in sup­ 
port 
of 
President 
Trum an’s 
seizure of steel plants in an effort 
to force a wage increase. Morse 
was one of only three Repub licans 
(Ives of New York and Tob ey of 
New Hampshire were the others) 
who voted to support the Truman 
seizure. Democrats divided on that 
issue, 29 for and 16 against. 
The Oregon Repub lican leaders 
simply were fed up with Morse’s 
persistent 
New 
Dealism. 
A n d 
Morse on his side may have con­ 
strued the delegation vote as no­ 
tice that his game of running un­ 
der the Repub lican 
lab el while 
voting Democratic in the Senate 
was running out. 
The point it is intended to em­ 
phasize is that the rise or fall of 
together for the first time in the : political 
officeholders 
usually 


So Th e y So y 
The downward settling process 
has p re tty well b een slowed to a 
stop. We can look ahead to going 
forward again. 
—Ike’s economic assistant Gab riel 
Hauge. 
In Italy , pub lic order is main­ 
tained not so much b y legal force 
as b y the prudence of the Com­ 
munists. 
—Luigi Barzini, Italian writer. 
As 
was anticipated 
b y 
Prof. 
(Alb ert) Einstein some y ears ago. 
the development of the hy drogen 
and cob alt b omb has b rought the 
extermination of human life on 
earth within the range of technical 
possib ility . 
—Phy sicist C. F. Powell. v 
Whenever the United Nations, 
especially the United States, is in 
need of our b oy s in defending the 
course of democracy any where in 
Asia, our b oy s and our officers 
will b e happy to b e of service. 
—South Korean President Sy ngman 
Rhee. 
All things are now ready for the 
second coming of Christ, and we 
must now live in a state of con­ 
stant expectancy — 
ready 
and 
watching for the event — Adventist 
President William H. Branson. 


SIDE GLANCES 


state capital at Salem, developed 
ideas of its 
own. 
McKay was 
named chairman, while Morse was 
refused the platform 
committee 
spot with all b ut five of the group 
voting against him. 
Morse was not present at this 
Salem meeting; nor did he at the 
moment display resentment con- 
cerning it. At Chicago he 
con­ 
tinued 
ardently 
pro-Eisenhower 
and as late as August 19, a month 
after the nomination, Morse de­ 
clared his support of Eisenhower, 
although he ‘aid he and the candi­ 
date “disagree on certain specific 
issues.” 
On Septemb er 13 Morse 
with­ 
drew a promise to campaign for 
Eisenhower, giving as his main 
reason that the nominee had “sur­ 
rendered at Morningside Heights” 
to Sen. Taft. 
At that time Oregon political re­ 
porters attrib uted Morse’s b olt to 
the slight he had suffered at the 
By Galb raith 


hinges not so much on issues of 
high principle as on the play of 
conflicting personal 
reactions in 
their home states. 
Ill 19 52 all 
hands 
in 
Oregon 
equally recognized the popularity 
of Eisenhower. 
Old 
Guard 
Re- 


of Michigan was b eaten for re- 
nomination in 19 36 after renounc­ 
ing 
the 
Repub lican 
presidential 
nominee. Alf M. Landon, and de­ 
claring for Rooaevelt. In that case 
Roosevelt won the state in 
the 
succeeding election 
and 
carried 
with him a Democratic senator. 
Sen. Ball of Minnesota invited 
his Waterloo b y declaring against 
Dewey and for Roo evelt in 19 44. 
Ball squeaked 
through 
for 
re­ 
nomination b ut lost to Democrat 
Humphrey in the final showdown 
b ecause a large numb er of Re­ 
pub licans preferred not to vote at 
all rather than support either a 
Democrat or 
a Repub lican de­ 
serter. 
Any way y ou look at it, Morse’s 
political future looks b leak. Up for 
re-election in 19 56. 
he deUnitely 
has written off any chance 
he 
might otherwise have had for Re­ 
pub lican renomination. 
While Morse at the moment is 
1 supporting Democratic nominees, 
there is little indication that mem- 


We got the drink and in leaving, b umped 
against a customer coming in. “Where the—do 
y ou think y ou’re going?” he demanded. As the 
cocktail had b een a pretty strong one, we couid 
only answer, “I have no clear recollection,” 
and went on. 
We reached the train gate to find the train 
gone. “What’s happened?” 
wm asked. “On in­ 
formation and b elief I can say the schedule 
was suddenly changed,” the gateman said. “ I 
ask y ou for the names of the higher-ups who 
are responsib le for the change of schedule with­ 
out notice,” we said. The trainman flashed a 
letter. It was a directive b arring any discus­ 
sion of the m atter. 
Getting home, we took four aspirin, went to 
b ed at once, pulled the sheets over us and 
fastened them down with safety pins. We were 
determined on a long and uninterrupted recess. 


b ers of that party in his home 
pub licans of that mind were in no state are prepared to adopt him 
no mood to permit Morse to grab to the extent of handing him their 
credit for an Eisenhower victory . « senatorial nomination. 


T ake Yo u r Positions 


By TRUMAN TWILL 


Madison Square Garden, N.Y.. was recently 
jammed at $6 a throw for a concert b y Lib erace, 
who performed in a white suit His act fell 
somewhere b etween the horse show and the ice 
carnival and proved a distinct threat to wrestl­ 
ing. It just goes to show how high a pianist 
can get if he doesn’t concentrate on b eing a 
pianist. 


There is a great hooraw ab out 
the ly ing-down position of the pilot 
in the Navy ’s newest freak air­ 
plane—an experimental thing that 
goes up and down like a helicopter 
b ut can straighten out and go like 
a b at out of hell. 
The pilot just stretches out and 
lets ’er rip. 
There alway s is a great hooraw 
whenever someone takes a ne\# 
position for doing something that 
every b ody else does like every ­ 
b ody else. If a writing fellow’, for 
ins'ance, prefers to sit on the b ack 
of his neck, or may b e spend half 
his working day in b ed. someone 
is sure to remark ab out it. 
Busy b odies 
are 
clucking 
and 
cackling over automob ile drivers 
who either put their right arms on 
the b ack of the front seat to prove 
they have automatic shifts or hang 
on to the door frame with their 
left hands to prove they are play - 


Chairs used to b e made straight 
up and down, with inhospitab le up* 
h o l s t e r i n g and uncomfortab le 
lumps and b ulges. Nothing ab out 
them suggested they were suitab le 
for human occupancy . Humans oc­ 
cupied them at their own risk. 
Designers then went to the op­ 
posite extreme and b egan to make 
chairs as if their occupants were 
b asket cases and devoid of ordi­ 
nary requirements. The vo gu e 
caught on and automob ile design­ 
ers did the same thing. The idea 
now has spread to airplanes. 
It should spread to some other 
places. Television screens should 
b e on ceilings. So should moving 
picture screens in movie houses. 
There are improvements 
to 
b e 
made in seating arrangements for 
restaurants — improvements made 
b y the Romans centuries ago and 
since forgotten. The Romans lay 
down to eat, so they could eat 
ing it cool. A few y ears ago they } m0re. 
were cucking and cackling when | 
gome Gf us wh0 must toil for a 
the more enterprising y oung male 
^vjng couid 
¿ q the whole thing 
motorists learned to shift 
gears 
jitte r if permitted t<> lie down too. 
with their right knee. 
has great possib ilities if cluck- 
Once it was considered cornPu ' 
ers and cacklers will quit b adger- 
sory for clerks to stand up all 
ay 
jng ^ an(j try to see its good points. 


T. M ft«f u a P*t Off 
Cep*. 1*54 b y ffCA S*-wc*. Ine. 


•‘Rememb er me? Two y ea rs a g o I 
was wo rkin g my way 
th ro u g h co lleg e— well, three mo re su b scrip tio n s an d I 
ca n enro ll in po stg ra dua te scho o l!'* 


at high desks, presumab ly on the 
assumption that if they were in­ 
clined to b e sleepy this would keep 
them awake. When it was sug­ 
gested they mignt sit down and 
w’ork just as well, the idea was 
revolutionary . Now, incidentally , it 
is b eing suggested they should b e 
allowed to stand up and work if 
they feel like it, and this will b e 
considered revolutionary too. 
In sports, where form is sup­ 
posed to b e every thing, every p-av­ 
er with a new stance or a new 
sty le is pointed out like a two- 
headed b ab y , unless his peculiarity 
pay s off. In that case, it is adopted 
b y a lot of ct:e~ ¡pecp.’e and b e­ 
comes good form until some other 
freak comes along. 


Bert Whveler the comedian used 
to lie down on the stage and de­ 
liver hi- monolog; he was a suc­ 
cess. Mohandas Gandhi made him­ 
self a world-famous figure with his 
advocacy of ly ing down and re- 
iusmg to b udge whenever the Brit- 
isa b egan to shove him around. 
Where cid the idea come from 
any way that every b ody had to sit 
up straight and pay attention? Who 
ever said so b esides school teach­ 
ers? 


Barbs 


. 
The b :c league te ms are in full 
. action now — as well as the scrub 
] teams ai home. 


Looking Backward 


FROM THE NEWS FILES 
FIVE YEARS AGO — Two Salem men are 
among the 37 from Ohit who are candidates 
for graduation at the U. S Naval Academy , 
Annapolis, Md., at the June commencement. 
T hey are 
Samuel Richard Chessman 
of High­ 
land Ave. 
and W’illiam D. Bourne of 
Franklin 
St. 
Miss Janet Thomas of Utica, N. Y„ concluded 
a b rief visit at the home of her aunts, Misses 
Sara and 
Bessie Walker. Franklin St. 
Miss 
Thomas is enroute to Berkeley , Calif., where 
she is a lib rarian in the University of California. 
Dr. Perry Borton of Kahoka, Mo., who at­ 
tended a convention of Ohio Osteopathic As­ 
sociation 
in Columb us is visiting his sister, 
Mrs. Ethel Headrick of Damascus. 
TEN YEARS AGO — Miss Jean Thorne, daugh­ 
ter of Mr. and Mrs. T. F. Thorne of Ohio Ave., 
arrived home last week from Eastern Neze- 
rene College in Wollaston, Mass., after com­ 
pleting low'er division college work. 
G 
trude Tontsch, daughter of B. J. Tontsch, 
Newgarden St., 
has 
b een 
promoted 
from 
technical sergeant to staff sergeant of the WACS 
her father has b een advised. She is now assist­ 
ant b ookkeeper at the Cincinnati recruiting 
office. 
TWENTY’ FIVE YEARS AGO - Mr. and 
Mrs. Rob ert McConaughy and children, 
New 
Brighton. Pa., were guests Thursday at the 
home of Mr. and Mrs. C. F. Franke, Goshen 
Pd. 
Mr. and Mrs. E. S. Vincent and George Miser 
attended a dinner meeting of the Columb iana 
County Christian Endeavor alumni association 
Friday at Lisb on. 
Lamoine Derr returned from Springfield where 
he has 
b een 
attending 
Nittenb erg 
College 
He was accompanied home b y his parents, Mr. 
and Mrs. Edgar Derr, and Mr. and Mrs. Grant 
Elton who were there on a b rief visit. 
FORTY YEARS AGO - J. E. Morgert has 
returned from Bellefield. Pa., where he wit­ 
nessed his son. Eugene Morgret, win individual 
honors in a high school field meet, with a lead 
of 13 points over his nearest competitor. Young 
Morgret won the b road jump, shot put and 
several dashes. 
Miss L* iihitih 
•> gune to Athena 
i to visit relatives. 
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Firemen Hold 
Lisbon Parade 
Before 3,000 


Seek Release 
Of U.S. People 
In Red China 


Co lumbia n* 
Obituary 
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©FTT1MB tVS THI 


LITTLE THINGS THAT AM 


MOST IMPORTANT 


SMALLEST DETAIL IN 


.YOUR SERVICE. 


BIEBEP MEMORIAL 


EVA BRYAN — Receptionist 
5 1 0 JENNINGS AVE., SALEM, OHIO 
AMPLE PARKING IN REAR 
PHONE 734 4 
Co n tin u ed Fro m Pag e On e 


Tlie Ca mera Sho p 


SUNDAY, MONDAY 
AND TUESDAY 
(MATlS’EE MONDAY) 


SUNDAY FEATURES, 1 :30, 3:30 , 5 :30 , 7:30 , 9:4 0 
MONDAY MATINEE 1 :30 , 3:35 — EVENINGS, 7:30 , 9:4 0 


YOU’LL NEVER FORGET — THE OVERWHELMING 
SPECTACLE AS WILD ELEPHANTS RUN AMUCK! 


ADVENTURE AND ROMANCE IN THE JUNGLES OF CEYLON! 


YOU HAVE A BEAUTIFUL 
FINISHED PRINT 
SNAP THE 
PICTURE 


IT’S MORE FUN — to show y o u r p ictu res 
th e min u te y o u so ap th em. To en jo y th em 
with family an d frien d s . . . to mail th em 
rig h t o ff . . . to 
kn o w h o w th ey came o u t 
rig h t o n th e sp o t! Yo u can ’t miss h av in g 
mo re fu n , g ettin g b etter p ictu res, wh en 
y o u see resu lts in stan tly . 


IT’S EASY TO USE! Easy d ro p -in lo ad in g . 
Dev elo p in g is d o n e with o u t tan k s, liq u id s, 
o r fu ss. 
* 
COME IN TODAY! See th is ex citin g Po l» * 
ro id Camera in actio n ! 


RIGHT ROAD 


Yo u ’re h ead ed In th e rig h t d irectio n wh en 
y o u b rin g y o u r p rescrip tio n to u s fo r co m­ 
p o u n d in g . We assu re y o u o f fresh , p u re 
d ru g s . . . p ain stak in g care . . . co mp lete 
d ep en d ab ility an d accu racy . Brin g y o u r 
p rescrip tio n 
to 
McBANE - McARTOR’S 
with fu ll co n fid en ce th at y o u are ON THE 
RIGHT ROAD. 


Me Bane-Mc Artor 
DRUG STORE 
Nex t Te Sta te Thea ter 
LEASE DRUG CO 
« ■ESP* 
■ ' N r w p i 
WALT DISNEY CARTOON AND NEWS 


FREE DELIVERY — FREE PARKING — 


2 4-HOUR PHOTO SERVICE 
PHONE 8727 
Last Times "M AN IN THE ATTIC" James Palance 
Today 
"3 YOUNG TEXANS" Mitxi Goynor 
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So cia l Affa irs 


' Family 
Night'Program Planned 
By Presbyterian Committees 


Presbyterian “ Family Night” on tees which met Wednesday are: 
Friday, June lit was discursed at I April 
the Wednesday meetings of mem- 
The April Committee was en- 
bers of committees of the Presby- tertained by Rev. and Mrs. A. La- 
terian Women’s Association. The ten Carter at their home on E 
evening will begin with a cover- 6th St. Mrs. Carter was assisted 
dish supper at 6:30 p.m. with mem- in serving the desert luncheon by 
bers of the June Committee, head- Mrs. Robert Dunn and Mrs. Ra* 
ed by Mrs. Rolin Herron and Mrs. 
Frank UUom, in charge. Commit- 


Birthday Party Set 


By Dorcas Society 


A birthday party was planned 
for the September meeting w h e n 
members of the Dorcas Society of 


To Receive Degree 


che! Wonner. 
Eighteen members and a guest, 
Mrs. Clara Smith, were present. 
Mrs. Waldo McConnell led in the 
devotional service, using “ Unity 
with Christ” as her theme. Rev. 
and Mrs. Carter entertained with 
two duets, "The Lord Is My Sh ep - 
QQ |f| 1 (1 0 1 9 1 1 0 
Columbiana Couple 


Miss Millie Jensen 
Honored A t Shower 
The sprinkling can theme w a i 
j used in the appointments at a noth- 
*1 er shower party for Miss Itilhe 
Jensen whose wedding to Walter 
Lutsch will be an event of Satur- 
| day, June 19. at 2 30 in the sanc­ 
tuary Q* the First Methodis Church. 
Rev. C. Clare Davis will perform 
the ceremony and Mr. and Mrs. 
Carl Schuler will be the only at- 


herd” 
and 
“ Pants 
the 
Weary 
Heart.” 
Mrs. Wayne Brown gave a short 


| Playground 
In Winona 
Is Completed 


The pavilion a t the Glenn Be n- 
*j nett community playground in Wi­ 
nona has beea completed, it was 
reported today. 
A donated fund of $141.75 is be- 
i ing u- ed to defray the expenses. 
\ 
Further donations will be ac- 
! cepted by Mrs. Clarence Taylor. 
Howard Gray is chairman of the 
] committee, and other local people 
who helped in the building are: 
S. H. Bennett, Ja ck Hardgrove, 
I Raymond Cope, 
Arthur Louden, 
j Clarence Alexander, Cecil Bennett, 
Clyde 
Bennett, Harold Whinery. 
Donald Coppcck, Paul Waithman, 
Dick Yarwood, 
Bill Andre, Joe 
Cooper, Norman Whinery, Bill Ash­ 
man, and Mike Hartman. 
Mrs. Walter Holmes, secretary Mr. and Mrs. W. B. Cain Sr. of 
gifts for Miss Jensen were 
_____ 
of the playground board of direc- 
vVashingtonville Rd.. will be arrayed on and around a linen . • ■ 
r m in U R p fiir n 
Itors is in charge of reservations.1 graduated 
Sunday 
from 
Mount covere<l table. Games entertained LI5DO n ^ U lip ie iv c iu m 


¿ tendants. 
Hostesses for the pre-bridal af­ 
fair 
W e dne sda y 
e ve ning, were 
Miss Mary’ Bova and Miss Twila 
Myers in the Bova home on N. 
Lincoln Ave. Mrs. Anna Bova as­ 
sisted her daughter and Miss Myers 
in serving refreshments at a buf- 
fet-styLe 
table 
over 
which 
was 
suspended 
a 
sprinkling 
can 
in 
green and yellow. Miniature cans 
were the favors arranged around 
a centerpiece of pale pink roses 
Fred R. Cain of Alliance, son of and tall pink tapers on the table, j 


Mrs. W ayne Sidinger 


Given Farewe'l Gilts 
Mrs. Wayne Si<5lnger was pre­ 
sented « shower of personal gifts 
as farewell presents wh.-n mem­ 
bers of the Bel-Jara-Rr Club were 
entertained Wednesday n i g h t n 
the S. MadisdH Ave. home of Mrs. 
Gilbert Everhart 
Mrs. Sidinger and her daughter, 


t vt\n will leave Friday to join Air. 
Sidinger in Chillicotho where they 
will make their home. 
Games of “ oOO1 were played and 
pries went to Mrs Wader M.nth, 
Mrs. Jam es Baxter and Mrs. Sid­ 
inger. The 
traveling 
prie 
was 
awarded to Mrs. Purn S.dinger. 
Lunch was served by ‘.he hostess, 
and a social hour was enjoyed. 
The club will meet again Wed­ 
nesday. June 16. it the home of 
Mrs. Lawrence 
Kaercher 
of 
E. 
Pershing St. 


Mrs. Robe rt Ha milton 


Mr. and Mrs. Arthur Huk of Co- 
There were about 125 present at L*aion College. A biology major, and prizes went to Miss Jensen, ppq 
H o n CVmOOn "T rip 
lumbiana announce the marriage the Memorial Day observance held 
Cain will receive a bachelor v n a p rimm Daisy Mittendorf and 
U . . 
r 
^ 
, 
_ 
Nila Primm, Daisy Mittendorf 
the Holv Trinity Lutheran Church talk on “To Witness Through Med-¡of their daughter, Sandra Jean, to Monday morning at the p l a y g r o u n d . of science degree. 
Marie Knepper. 
A special award 
iVArnont are Mr and Mrs n»nl.l B rth 
the Moiy irinny i.utneran m u r a » | ^ Missions ,. The committee will Donald Joy Esenwein, son of Mr. 
Rev. Paul Brantingham of the A Marine Corps and Air Force 
ent t0 Doris 
Park. Television >" East Liverpool are Mr. and Mrs.| Darnel Bar.n. 
(and Mrs. J. J. Esenwein of RD 
F 
r i e 
n 
d 
s Church was in charge. Rev. veteran, the former Salem man is was enj0yed, 
|1, Columbiana. 
Earl 
Brooks 
of 
the 
Methodi t a member of Sigma Nu fraternity: 


held their regular monthly business 
meeting in the church Thursday tecess until September. 
afternoon. 
Ma rch 
Mrs. Harry Woodworth, who pre-j 
Mrs. George Bell was hostess at 
The wedding, a double ring cere- Church gave the talk. Paul Roher 
Sigma, honorary society; Pi . 
j ; 
P r i f k n l i r f^ r m in 
... 
— 
. 
- 
mnnv took nlscp in Decatur Ind led crouo ringing. 
Gamma Mu. and Future Teachers LQ Q IcS w U IllU ilv. v jiw u p 
sided, opened the meeting w t h the meeting of 13 members of the mony^tooK^piace ln^uecatur. ina ie^ grou p ^ .ia ^ 
scripture which was followed by a March Committee in her home at Mav 29 at 6 pjn. The bride wore 
prayer by Mrs. George Keister. RD 1, Salem. 
Mrs. 
George 
W. a white men dress, with navy ac- 
All women present took part in the Smith conducted the.m eeting in cessones and a rose corsage. 
| 
TheWmona Jolly Bunch 4 H Clu 
Afmy Women To Send 


Gamma Mu, and Future Teachers 
The program was preceded by 0f America 
a children’s parade, 


devotional thoughts for the day. 
It was decided to hold no meet­ 
ings in July and August because 
of vacations. 
Mrs. Henry Schultz resigned as 


the absence of Mrs. Edna Trotter 
Mr. Esenwein graduated from decorated the Memorial 
when plans were discussed for the;Columbiana High School in 
1 9 4 7. ¡ers^ ^ 
meeting „ the direc. 


GRADUATE FROM COLLEGE 
Two Salem area students who 
were graduated from Ea fern Bi­ 
ble College at Green 1 me. Pa., In 
exercises May 31 are Miss Donna 
Marple, daughter o* Mr and Mrs. 
At home at 606 Jefferson Ave Carson Marple of Walnut St.. and 
son of Mr and Mrs. 
Robert Hamilton whose marriage Paul Barth of Columbiana. M i s s 
wa s an event of April 24 in St Marple also was graduated from 
George Church in Lisbon. Their Salem High School. 
honeymoon took them through the * 
—................... 
-.......—• 
south. 
TRY 
The bride is the former Marline 


November bazaar. 
For her devotional service. Mrs. 


Hears Meeting Report 


The Thursday night meeting of V a l e n t i n o , daughter of Mrs Philo 
the Ladies Catholic Benevolent As- mena Va tino of Li bon. Her hus- 
sociation of St. Paul s Church held band 
SOn 0f Mr. and Mrs. 
in the Knights of. Columbus Ha l R o b e r t C. Hamilton, also of Lisbon 
was conducted b> 
v -^ ^ fn lrv 
Mr. and Mrs. Hamilton, who were 
M a r k o v i c h , who ti a u 
»e ta t . ^lemorial h0ii<iay visitors in the 


SALEM NEWS WANT ADS 


I t e m s T o H o s p i t a l 
committee’s participation in th e He served in the Air Force and is 
At a recem iuecuus 
Women of the Salvation Army 
now employed at the F. C. R m s e l l tors, summer plans for playground 
^ 
Tuesday eve. 


C . to Columbiana, 
" » ■ “J f t . *“ * « ■ f t? . 
. . ton 


of Service.” The reading reviewd 
v€ntion of the N.C.C.W. will be ncr in Heck * Restaurant, and a 
the history of the Salvation Army Fon_ 
reception fo. 350 
guests 
in 
St 


•sf*rretarv arH Mrs Perrv Hilliard Ralph Walton used a medical mis 
------ 
— — t 
Sr. was asked to replace her for sum theme and the annual offering her father at the Central Porce- 
lyground the evening of Friday, 
the four remaining months in her for missions was taken. The mis- lam Co. m Columbiana. The cou- P ^ 
. 
sions’ money destinaUon and the pie are making their home with the 0 
K 
' . 
, 
41 
r 
¡use to which it is put was discurs- bride’s parents. 
Members were pleasantly sur-|U 
. 
M 
ed by Mrs. Robert Middeker. The 
pr.sad by a visit from Mrs Jesse, 
. 
Wednesday. J u l y j . H i o h S c h o o l P u o i U 
Hoffer of Hollywood, Fla , who still ? 
^ 
be & pjcnjc affair at the JT. n i g n 3 C n 0 0 i T UpilS 


rie ^ M r" Saî^Htitew asVet 
horae 0D ChesUlut Grove Hear Bel! Co. Speaker 
i_ 
1 Rd. 
corned as a new member. 
j 
A lunch was served by Mrs. Fred Nove mbe r 
Mrs. Edna Tarbox, an Ohio Bell 
Telephone Co. service consultant, 


Benefits Planned 


By Dames O f M alta 
Deputy 
Mae 
Crowley 
of 
the who are 


bonnet. 
League members are collecting 


Oesch and Mrs. Edward Weingart.! 
Mrs. Harry Krohne. who was gave an interesting talk on the 
The meeting was closed with the hostess to members of the Novem-; proposed new telephone system in 
Lord’s Prayer 
^ er Committee in her home on the Salem when she spoke at the Jun- 
Georgetown Rd., read from a book ¿or High School assembly Wednes- 
of sermons for the program. Mrs. day. 
Amity Lodge Plans 
Memorial Service 
Amity Lodge of the I.O.O.F. met 
in regular session Thursday and 


Ella Campbell conducted the devo­ 
tional service. 
Co-chairman of the committee told the students how to dial. A 
with Mrs. Walter Strain, M r s . huge dial face was used for Sa- 


3V benefit6proje ct was planned Cammed to 'the'devotional service;day, July 1. in the K. of C. Hall. 


„ „ h /« , fnr Krohne conducted the business ses- hem’s new basic numbers, Edge- 
pianned a mc* 
sion when plans were discussed for wood 7 or 2, and illustrations w< 
members who have died in the past 
Ha7aar 
Entertain- 
fnr 
the new numb 
year. 
Comments we re made concern 
ing 
gree on 


rere 
the November bazaar. Entertain- given for dialing the new numbers 
ing at the next meeting will be that will go into effect Aug. 8. 


th^conferring o'f the fldrt 
Fred FampbeU ta her High' A tOm entitled “ The Nation At 
B 
J 
Your Fingertips ’ was shown. 
Danny Weber, 
Darryl Adams, 
Christ Calls to Witness Through j)jxje wilde and Nancy Couchie 


a clars of candidates in dmd Ave . liomcs 
Warren last Tuesday. 
' ° cU>brr and ^ 
mbfT 


G r t d 'L ^ g T o / o T m l n S 
^ 
^ 
^ 
Odd Fellows, Rebekahs, and friends 
to Springfield Sunday, June 13, for 
the dedication of the new hospital 
unit that has ben added to the 
Odd Fellows Home there. 
Plans were discussed for a sup­ 
per for members and their fam ­ 
ilies to be held in the near future. 
Amity Lodge will meet again 
Thun day, June 10. Lunch will be 
served by Clemmer Greenisen anc 
his committee following the busi­ 
ness session. 


Marlene Lewis and Martha Ann 
30 members of the October and £)0Ugherty received certificates for 
December Committees in which ^ 
helpfu]ness 
Wlth bui puj> 
Mrs. Jane Jolly, a represen 
i 
,^ ^ noon> ancj Ray Conser was 
of the Columbiana Coimty 
i awarded a certificate for his aid 
Society, showed colored film on 


in Boston, Mass. in July. 
Ge orge Parish Hall. Mrs. Valen-i 
^ 
Following the business session. bnQ was bos^ ss 
party at 
I buttons Din«; needles and yarn to a social time was enjoyed. Mrs. 
Heck’s for 20 members of the bridal, 
i sencTto Lt. amTMrs Donald Seiler. Ear! DeviUe won the bridge pm e; party and the fammes. 
nenutv viae u u w ^ 
« 
— who are stationed at the Salvation MRs Hannah Hagan, the 
500 
---------------------------------------------------------- 
Y oun gstow n Sisterhood wa8 
pre- Army hospital in Southern Rho- prize; and the gueet prize went 
C h Q r| e s T n e m F e t e ( j 
sent when Mrs. Delbert Simon, desia. The Seilers left Salem for Mrs. Jonn bu0Kd , 
, 
aueen 
presided at the Thursday their African post. 
Lunch was ser 
* P 
O n 8 8 t h B i r t h d a y 
night* meeting of the Dames of j 
The women present made 
^ 
S* 
Mary Steffel 
Charles Triem celebrated h is 
Malta in the V.F.W. Hall. 
items, gowns and jackets to- be sent Carl Z eg.or 
Mn.s Mary 
g 
a 


Mrs. Preston Gray was 
, e - r 
, d ^ ^ a r i y 
a rra i^ d £ 
« s 


¡Mrs. Gilbert Edgerton, 
in their 
home on E. School St. Mr. Triem 
was born May 24. 1866. 
Two birthday cakes were served j 
^ at the dinner. Out-of-town guests! 
Mrs. 
Charles 
Dimko was we.- 
were Mr and Mrg Frod Spiker of 
corned 
as a new 
member and won 
Duncan Falls and Mr> and Mrs. 
the traveling prize at the Thurs- Mlles Fryer of p ainesville. 
day night meeting of the Sandhi 
___ 
Club in the home of Mrs. Ralph,. 
^ 
and ^ 
^ 
^ 


Mrs! Earl Schory and Mrs. Ar- ¡daughter Susan¡of Tuscaloosa. Ala., 
are house guests of his parents. Mr, 
thur 
EdUng 
won 
the 
canasta [and Mrr ¿ arl Willman of E. Ninth 


PrHusSbands will be guests at . ¡ S t Lee Willman will resume hi, 
roast scheduled for Satur- graduate work studies at the Lm- 
c tuhii 
f Mrs versity of Alabama at Tuscaloosa 
night in the Church of Our Saviour.; 
,A,ma Mater," Miss Janet Ann 
the G e o r g e > e x t week. 
Mrs. William Mehno and Mrs. wmi 
of Columbus 
William Sherwood ot uie ueorge 


The speaker gave the reasons for Thursday. July 1, and another and refreshments were served in 
for the change in the system and 
win be featured at the June conclusion. The group will meet 
17 meeting. 
next Tuesday. 
The special gift went to Mrs.; 
-------------------- 
Ada 
DeRhodes, 
and 
lunch 
was 4 4 • 
M i l ' e r T o H a v e 
served by Mrs. Harold Daugherty M ' S S /Vlll.er 
n 
. 
and Mrs. Warren Barnes during p Qr ^ |n C o l l e g e P a g e a n t 
the social hour. 
j 
A Salem coed at Wittenberg Col- 
‘lege will play an important role 
in the traditional “ Alma Mater’ 
ipageant of the college, a highlight 
of commencement weekend acti- 


Sandhi Club Meets 


W ith Mrs. Covert 


Harriett W a tt Guild 


M akes Benefit Plans 
Plans for a benefit were com- v i t i e s Saturday afternoon, 
pleted when members of the Har- 
ghe is Marilyn Jean Miller, one 
riett Watt Guild met Wednesday Q{ ^ 
pag€? in the court of the 
• _t_x 
¿u. ck.irok 
Anr Rn\rir» lIr i . .. 
...__»» tvvJcp T-mol Ann 


I Bed M 
W 


R E D K E 


W IT I1 S A F E T Y 


kily'» V l f A-VIM D»- 
f a t t e d M i l k it p u r#, 
wholesome milk with tk# 


fat removed and extra 
Vitamins A and 0 added. 


W on derful in food value 
.without fat ca l ories 


WRITE TODAY 
for FREE COPY 


VITA-VIM GUIDE 


TO HEALTH AND 
WEIGHT CONTROL 
Addrtu 
ISA L Y D A IR Y CO. 
YOUNGSTOWN. 
OHIO 


‘ROSE LUNCHEON* SET 
The Women’s Auxiliary of the 
Columbiana County Medical Soci­ 
ety will hold its annual “ R o s e 
Luncheon” Saturday, June 12, at 1 
p m. at the East Liverpool Coun­ 
try Club. 


LET US FILL YOUR 
NEXT 
Prescription 


Registered Pharmacist 
Always In Charge. 
Floding & 
Reynard 
DRUGGISTS 
Cor. Sta te a nd Ellsworth 
If Yon Ha ve Pa rkin« 
Trouble s, Ask Us About 
CURB SERVICE 


the subject. 
The Near-East activities report 
of United States medical missions 
in Egypt. Jordon and Iran were 
shown by Mrs. Jolly. Mrs. Charles 
Mattevi, chairman of th^ Novem­ 
ber Committee, followed the medi­ 
cal msisions theme under the topic, 
“ And Go Y e,” 
from Outreach, 
taking scripture from Matthew. 
Mrs. Fred Burchfield in her de­ 
votional topic described missions 
found in the Year Book of Pray­ 
er. A poem. “His Way,” and read­ 
ing from the Book of Jam es was 
contributed by Mrs. Mattevi. For 
her solos, Mrs. Robert T a l b o t 
sang, “The Lost Chord” and “No­ 
body Knows the Trouble I’ve Seen.” 
Miss Anna Cook was accompani. t. 


in movie projection work. 


Pfc. Jack Martin 


Feted A t Dinner 
Pfc. Ja ck Martin, son of Mr. and 
Mrs. George Hartman of W. State 
St., who left Friday 
for over­ 
seas duty with the Army, was pre­ 
sented a gift when he was guest 
of honor Wednesday night at a cov- 
erdish dinner attended by 32 friends 
and relatives at the home of Mr. 
and Mrs. Walter 
DeJane of E. 
School St. 
The party also honored M r s . 
Hartman’s and Mr. DeJane’s moth­ 
er, Mrs. Elizabeth DeJane of Wash- 
ingtonville, and Mr. and Mrs. Gil- 


Glen Hoobler were hostesses for 
the social hour that followed. 
Cards were sent to Mrs. Eliza- 


Daughter of Mr. and Mrs. Duber 
Miller, 1241 E. Pershing St., Mis 
Miller is a sophomore and a mem* 
beth Harmon, Mrs. Minnie EUis. ber q{ Kappa Delta Sorority and 
Mrs.* Fanny Scullion, 
Mrs. 
Ira 
yWCA. 
Hoopes, Mrs. Anna Farmer and 
Mrs. Sarah Steward, who were re­ 
ported ill. 
For the next meeting, Wednes­ 
day, July 7, Mrs. Warren White 
and Mrs. Frank Byerly will serve 
as hostesses. 


bert DeJane of Youngstown, who 
Serving dessert were Mrs. Ar-1will leave Friday for a vacation in 
Florida. 
Pfc. Martin also was guest of 
honor at a dinner May 26 at the 
heme of his grandmother, M r s . 


thur Nicholas, Mrs. Joseph Need 
ham, Mrs. Edwin Smith and Mrs. 
Theodore Jewell. 
Members of the October Com­ 
mittee and their chairmen. M r s . Mary Martin 
of E. 3rd St. 
W. A. Weber and Mrs. Roy C.l 
‘ 
_________________ 
Merrell, 
will 
meet 
Wednesday, la 
U n c f a c c 
Sept. 8. The December Committee Dm 5. WlCCUZZ! r l 0 5 T e 5 5 
and chairmen, Mrs. Mattevi and 
C h a r d a r e S C l u b 
Mrs. Needham, planned a picnic 
for Wednesday, July 7, at 1 p.m 
at Centennial Park. 


Troop 12 Brownies, 
Families Hold Dinner 
Brownies of Troop 12 and their 
families held their closing get-to­ 
gether Thursday night in Centen­ 
nial Park with 50 in attendance. 
After the dinner, a short business 
meeting was held, during which in­ 
form a tion was given concerning 
the girls’ trip to Camp Merrydale 
June 16-19. 
A movie 


Alliance Chorus W ins 
V F W Amateur Contest 
A can can chorus from Alliance 
won first place recently in an ama­ 
teur contest sponsored by the V.F. 


w. as a 
B0nTnie Smith. Games 


c h 
o 
r u 
s was composed 
prizes went to Delea Weiss anc 
Leonard, Judy PUa"- 
McGuhn’ Linda Holzwarth A special gift was 


G 
r e 
t c h 
e 
n 
Schopp. Sh 
. Grate.’ i presented to Karen Berger for per 
‘' 
S 
Ä 
£ 
Damascus won feet attendance tor the year in 
secondyp“ 
h a vocal solo. Oth- complete dress un,form ._ 
contestants competing for the 


The next regular meeting will bej 
Mrs 
Edna Cowgill of Garden 
Thursday. July 8. at the S. Union Clt> ’ L-]- ls a ^sitor in tlie home 
Ave home of Mrs. Don Hoobler. ;of ^er brother L. 1L Tay 0 1 o 
Ave* nuiI_ 2 __________________ 
638 E. 7th St. Mrs. Cowgill is a 
. 
. I 
, 
[former Salem resident. 
Mrs. Shinn Hostess 
To Club Associates 
Mrs. Frank Yengling, Mrs. Ross 
Yengling and Mrs. Dorothy Sheelv 
were guests when Star Club mem­ 
bers were entertained Thursday a t 
the home of Mrs. Harry Shinn of 
the Benton Road. 
Mrs. 
Herbert Lora 
and Mrs. 
Edith Hurford were absent because 
of sickness. 
Another meeting was scheduled 
was shown by Don \ for Thursday. July 1. the place to 
were played and!he announced later.______________ 


• - 
• 


er 
prizes were Loretta Conway, fast 
tap; and Donna Rhodes 
solo. Donald Hoobler 
master of ceremonies 


vo c a 1 
served 
as 


Mrs. Michael Miller, Mrs. Rich- S.U.V. Auxiliary 
are Kleinman and Mrs. D o n a l d 
Boughton were guests at the Char- 
dares Club 
meeting 
Wednesday 
Judv Ann Reichart, daughter of 
Mr. and Mrs. Grant Reichart of " ‘g*14 In ‘the hom® 04 Mrs- Carl 
Patmos, entered St. Luke’s Hos- 
| pital in Cleveland Thursday for sur­ 
gical treatment. 


not 1285* not 1279^ 
not 1269^ o n ly $125 


lo ne conduction oteessory «t ir odorato litro co« 


TUBELISS, 3- TRANSISTOR 


HEARING AID 


Ope ra te s for 1 5 * 
a month inste Ad of 
$ 4 .5 0 to $ 9 .0 0 a month for 
va cuum- 
tube a ids. No “ B” ba tte ry 
. . . one 
1 5 * “ A” 
ba tte ry ope ra te s e ntire 
a id 
for 3 0 da j| or more . Gre a te r-tha n- 
\ J / 
e ve r cla rity! Fe we r inte rruptions in 


, 
* Tl__powe r, fe we r ba tte ry cha nge s! In- 


F 
o 
y 
m 
e 
cludcs built-in Phone ma gne t. 


By M a k e r s of 
W o r l d - F a m o u t 
Ze nith TV a nd 
Ra dios. 
★ 
1 0 th y 
Moety- 
Back ¿ » araiiff# 


You Can't Buy a Better Hearing Aid At Any Pricel 
DR. C. W. LELAND 
•VISUAL SPECIALIST* 
•THE EYES AND EARS OF SALEM” 
Phone 6 1 3 8 
Rooms 
2 a nd S, Murphy Building 
Ze nith a nd Eve re a dy Ba tte rie s For All He a ring Aids 
CORDS AND BATTERIES FOR ALL HEARING AIDS 
PHONE 5 1 3 8 FOR APPOINTMENT 


Ciccozzi of Perry St. 
Cards and games were played, 
and prizes went to Mrs. Donald 
Diamond, Mrs. Boughton, Mrs Mil­ 
ler, Mrs. Kleinman, Mrs. J a c k 
Circle and Mrs. Richard Pasco. 
Lunch was served by the host­ 
ess, who was presented a going- 
aw’ay gift from her guests. Mrs. 
Ciccozzi will leave soon to make 
her home in California. 
The next club meeting will be 
Wednesday, June 23. at the home 
of Mrs. Jam es Berger of the De­ 
pot Road. 


Marriage Licenses 
Gordon C. Sweeney, 45, mechan­ 
ic, Lisbon, and Mary Louise Par­ 
sons, 33, bookkeeper, East Liver­ 
pool. 
Donald Moceri, 21, minister, Nia- 
. 
gara Falls, N.Y., and Donna Mar- 
Makes Picnic Plans 
,pie, 2 0. sa ie m. 
Sons of Union Veterans Auxili- 
W. D. Williston, 40, salesman, 
arv enjoyed a quarterly birthday Columbus, and Kathryn Ihrower, 
supper Thursday night in the G. 47. Wellsville. 
A.R. Hall 
A regular business meeting fol- 


Joseph 
Matyas, 
21, 
installer, 
Youngstown, and Marian E. Gang, 
lowed 
and plans were made for 19. telephone operator, Salem, 
a 
picnic Thursday, July 22. 
at 
Donald P. Hilliard. 19. Air Force, 
Centennial Park. 


AUXILIARY TO MEET 
A proposed new amendment to 
the by-laws will be read at the 
meeting of the American Legion, 
Auxiliary Tuesday at 8 p.m. in 
the post home . The nominating 
committee a lso will ma ke its re­ 
port. 


and Rita Swartz, 16, hospital em­ 
ploye, Salem. 


ON OUR TOES 


No matter how early you 
drop in for breakfast, you 
won’t catch us napping. We 
are always on our 
toes 
ready to serve you the best 
food in town. The service is 
fast, the menu 
long, so 
what are you waiting for? 
A cup of coffee or a man's 
sized breakfast — it’s here 
waiting for you! 


Aldom'o 
Salem., f! 


D I N E R - 


Stark's Offer You 
Comfort and Elegance 


in A 
Hollywood Bed Ensemble 


Wrought Iron s 


Special 
Q-J 
» 5 
Complete 


"Out of I he Way, 
Less To Pay!" 
URN1TURE 


JACK HARR/OFF 
— 
JAMES GIFFIN 
OPEN EVENINGS BY APPOINTMENT 


1 0 4 1 EAST STATE STREET 
PHONE 5 1 3 9 


R S H » i t e ’8 \ 


STORE HOURS 


Monda y, 9 :3 0 to 8 :0 0 


Tue sda y, 9 :3 0 to 5 :0 0 


We dne sda y, 9 :3 0 to 1 :< W 


Thursda y, 9 :3 0 to 5 :0 0 


Frida y, 9 :3 0 to 5 :0 0 
Sa turda y, 9 :3 0 to 8 :0 0 


Wax F loors 


This is the new WAX-O-MATIC tha i 
you ha ve he a rd a bout. Just pull 
the trigge r a nd the wa x flows; mue b 
or little , fa st or slow. Cuts wa x ing 
time to a a uick a nd e a sy jiffy 


Without kneeling, bending, stoop­ 
ing, pouring, splashing, spilling, 
leaking, scrubbing 


The Trick Is 
in the Trigge r 


tOient 
o*«äoM« $4.tS) 


Whe t a be oe tyl Youngstown Kitche ns 5 4 * ca bine t sink...ha ndsome ly 
ityle d for new kitche n be a uty. 
Wha t a va lue ! Sturdy ste e l construction . . . loa de d with time sa ving, 
work-saving features. 
Wha t a ba rga in! Se e this a ma z ing va lue a t a ne w low price . Hurry 
while this offe r still la sts. 


Fe a ture -pa cke d for va lue ! 


One piecs. sad resisting porcelain- enamelsd steei top • Giant, twin drainbeards • Deep, 
roomy, no- splash boei • Beautiful chrome plated handles • Impressed soap duh • Swing­ 
ing mixing- faucet provides exact water temperature desired • Crumb- cup stramer catches 
refuse, half- turn converts bow! to dishpan • Wipe clean, Hi- Bake enamel fi^sh • Easy- 
to- dean, rounded contours • Rubber bumpers cushion door closings ; positive- admp torpedo 
catches • Recessed toe and knee space makes standing easier • Right height ( ¿ 6 ') for easy 
standing • ST E EL construction throughout • Plus many more 
Youngstown Kitchens Food Waste Disposer easily installed 


o u n 


B R O W 
N ’ S 
FURNITURE 
South Broadway 


et-B 


and APPLIANCE 
Phone 5511 
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THE SALEM. OHIO. NEWS 
SEVEN 


Television 


(Erroneou s listing» , If « ny , ire du e to last-mimite change« by station» ) 


SATURDAY NIGHT 


WDTV—Ch. t 
- 
5:10 Su perman 
5:15 Su perman 
5:30 What’s Lint 
5:45 What’s Line 
8 :09 Garroway 
« 15 Garroway 
8 :30 News 
i:45 Gad About 
1:M rhe Web 
f : l i The Web 
7:30 Spts. Special 
1:45 Perfect Pair 
8 :00 Jackie Gleason 
8 :15 Jackie Gleason 
8 :15 Jackie Gleason 
8 :45 Jackie Gleasoa 
9 :00 Three Liv es 
9 :15 Three Liv e« 
9 :30 Gragnet 
9 :45 Dragnet 
|E:00 L. Young 
10:15 L. Young 
10:30 Hit Parade 
10:45 Hit Parade 
11:00 Theater 
11:15 Theater 
11:30 News, Danger 
11:45 Danger 
12:00 Danger 


WDTV—Ch. t 
10:00 Fron. Faith 
10:15 Fron. Faith 
10:30 Look Up 
10:45 Look Up 
11:00 This is the Life 
11:15 This is the Life 
11:30 Magic Clown 
11:45 Steel Reborn 
12:00 Science Rev iew 
12:15 Science Rev iew 
12:30 Contest Carniv a 
12:45 Contest Carniv a 
1:00 Safety Award 
1:15 Safety Award 
1:30 Headline« 
1:45 Jo Stafford 
2:00 Music & Med. 
2:15 Coke Time 
2:30 R. Montgomery 
2:45 R. Montgomery 
3:00 Montgomery 
3:15 Montgomery 
3:30 Canonization 
3:45 Canonization 
4:00 Canonization 
4:15 Canonization 
4:30 Zoo Parade 
4:45 Zoo Parade 


WNBK—Ch. S 
WEWS—Ch. • 
WKEL—Ch. S 


Dick Tracy 
Ramar of Ju ngle 
TEA 
Dick Tracy 
Ramar of Ju ngle 
TBA 
Cisco Kid 
Contest Carniv al 
Youth Foru m 
Cisco Kid 
Contest Carniv al 
Youth Foru m 


China Smith 
Beat Clock 
Youth Foru m 
China Smith 
Beat Clock 
Youth Foru m 
Roto Magician 
Cath. Schools 
TBA 
Land Is Bright 
Green Thu mbs 
News. Sports 


Stev enson 
Trav el Film 
Talent Patrol 
Stev enson 
Trav el Film 
Talent Patrol 
Ethel & Albert 
D ist Attorney 
Dottie Mack 
Ethel * Albert 
Diat. Attorney 
Dottie Mack 
Bank on Stars 
Jackie Gleason 
Wrestling 
Bank on Stars 
Jackie Gleason 
Wrestling 
Amateu r Hour 
Jackie Gleason 
Wrestling 
Amateu r Hour 
Jackie Gleasao 
Wrestling 


Show of Shows 
Two few Money 
Fights 
Show of Shows 
Two for Money 
Fighte 
Show of Shows 
Fav orite Husband 
Fights 
Show of Shows 
Fav orite Husband 
Fight Talk 


Show of S£k»ws 
That’s My Boy 
Life Begins 80 
Show of Shows 
That’s My Boy 
Life Begins 80 
Hit Parade 
Theater 
Drew Peerton 
Hit Pared« 
Theater 
Theater 
News 
Theater 
Theater 
Theater 
Theater 
Theater 
Theater 
Theater 
Theater 
Theater 
Theater 
Theater 


Theater 
Theater 
Theater 


SUNDAY DAYLIGHT 


WNBK—Ch. 8 
WEWS—Ch. • 
WXKL—Ch. 


Radio Time Table 


WTAM llM 
Natiomel 


3:00 Fran Warren 
5:15 Holly . Backd’r 
5:30 On the Town 
5:45 On The Town 


6:00 Tex Beneke 
4:15 Newa, Sports 
6:30 Showcase 
6:45 Showcase 


7:00 Paris 
7:15 Pans 
7:30 Big Prev iew 
7:45 Big Prev iew 


8 :00 Big Prev iew 
8 :15 Big Prev iew 
8 :30 Big Prev iew 
8 :45 Big Prev iew 


9:00 Stev enson 
9 :15 Stev enson 
9 :30 Grand Opry 
9 :45 Grand Opry 


10:00 Parade 
10:15 Parade 
10:30 Pee Wee King 
10:45 Pee Wee King 


11:00 Newa 
11:15 Joe Mulv ihiU 
11:30 Joe Mulv ihiU 
11:45 Joe Mulv ihiU 


WHBC 1455 
America» 
m 
u m 
Columbi» 


SATURDAY NIGHT 


Tea and 
Tea and 
Week in Wash’ton 
Voice of Safety 


News 
Sports 
Constant Inv ader 
Music 


Les BrowTi 
Guest Star 
Green Room 
Green Room 


Dancing Party 
Dancing Party 
Dancing Party 
Dancing Party 


Dancing Party 
Dancing Party 
Dancing Party 
Dancing Party 


Voice of Amer. 
Voice of Amer. 
Lawrence Welk 
Lawrence Welk 


News. Sports 
At Ease 
Ballroom 
Ballroom 


Nav Golf Day 
Nat. Golf Day 
Nat. Golf Day 
Orchestra 


News 
Gardner Sports 
TEA 
Record Show 


Mr. Jay cee 
Red Cross 
Stories to Rem. 
into AU World 


G unsmoke 
Gunsmoke, SaL 
Gangbu sters 
Gangbu sters 
, 


Two for Money 
Two for Money 
That’s Rich 
That’s Rich 


570 Show 
570 Show 
570 Show 
570 Show 


News 
Inter. Sports 
Idora Park * 
Idora Park 


V H t 142» 
Mutual 


Music 
Music 
Music 
Music 


Round Spdwy 
Pu blic Serv ice 
Strikes to Spare 
Pu blic Serv ice 


Bowling 
Walt Trohao 
Keep Healthy 
Globe Trotter 


Farpi Quiz 
Farm Quiz 
La Mar Wilson 
La Mar Wilson 


Famous Birthplaces 


CARNIVAL 


By CHARLES MERCER 


NEW YORK I*—Now that sum- and you are around New York this, 
mer is near y here a lot of people summer may I recommend that of 
are preparing for the rigors of tour- Grov er Clev eland in Caldwell, N.J . 
ing by auto. Mosquito bites, sun This home lies on a main*trav eled 
burn, 
flat 
tires, 
dyspepsia—the road and the last time I heard o f! 


Jamboree 
Jamboree 
Lombardo U. 
Lombardo U. 


Air Theater 
Air Theater 
Air Theater 
Air Theater 


Otto Thurn 
Otto Thurn 
Tom Brown 
Tom Brown 


[anybody knocking at the door there 
was no response. But it's well 
marked and the kids can 
back 
to school in the fall and write a 
neat composition on “ My Pilgrim­ 
age to President Clev eland’s Birth- 


hazards are familiar. 
But let’s not forget one. That is 
the 
pilgrimage 
to 
the 
historic 
shrine, especially the birthplace of 
this and that President of the 
United States. 
Many a father bent on fishing place.” 
and many a mother determined to j 
The point of all this nostalgic i 
sun herself on a warm beach will thinking is simply this* What is 
driv e many miles out of the way going to happen about the birth-s 
so the kids can see the birthplace places of the Presidents of the. 
of a President—just any President, future? 
And scarcely any of these Presi- 
Ev erybody is born in a hospital ■ 
dents was born beside a four-laue f aese days. Are we going to hav e, 
highway. 
plaques placed in hospital deliv ery 
I know. I’v e v isited the birth- rooms marking the birthplaces of 
places of more Presidents than I presidents'* Impossible. You can t j 
can remember. That is because my ,]et drov es 
of kids 
go trooping! 
father was an ardent fisherman, tro u g h hospital corridors disturb-j 
Ev ery summer he’d want to g o4np the patients just so they can! 
fishing in a different part of the iSee the birthplace of President Mel- 
Northeast. To justify this friv olity j v jn McIntyre. 
he d always hunt up a birthp ace 
pth®*®*« another possibility. An J 


SUNDAY DAYLIGHT 
Frontier» of Faith 
Frontiers of Faith 
Youth Wants 
Youth Wants 
McCarthy -Army 
cCarthy -Army 
cCarthy -Army 
McCarthy -Army 
McCarthy -Army 
McCarthy -Army 
McCarthy -Army 
McCarthy -Army 
McCarthy -Army 
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Walter Wmcnell 
Theater 
Martha Wright 
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8 :15 Melody Mo. 
8 :30 Story Hour 
8 :45 Story Hour 


9 :00 Story Hour 
9 :15 Check Point 
9 :30 Check Point 
9 :45 Art of Liv ing 


10:00 Radio Pulpit 
10:15 Radio Pu lpit 
10:30 Collector's 
10:45 Collector’s 


11:00 Collector’» 
11:15 Collector s 
11:30 Collector'• 
11:45 Collector’s 


12:00 News 
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12:45 Eternal Light 


1:00 Cit. at Work 
1:15 Cit. at Work 
1:30 Round Table 
1:45 Round Tabl» 


2:00 Cath. Hour 
2:15 Cath. Hour 
2:39 Youth 
2:45 Youth 


3:00 New» 
3:15 Your Mind 
3:30 Canonization 
3:45 Canonization 


4:00 Weekend 
4:15 Weekend 
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4:45 Weekend 
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Rev iv al Hour 
Rev iv al Hour 
Rev iv al Hour 


Music 
Music 
Ru ral Life 
Ru ral Life 
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Israel Mage 
Cathedral Hour 
Cathedral Hour 


Cathedral Hour 
Cathedral Hour 
St. Frances Hour 
Sammy Kay» 


News 
Freedom 
Let’* Go 
Land of Free 


Story 
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Warm up 
Dugout Inter. 


Baseball 
Baseball 
Baseball 
Baseball 


Baseball 
Baseball 
Baseball 
Baseball 


Baseball 
Baseball 
Pan Amer. Union 
Pan Amer. Union 


Family Alter 
Family Altar 
Family Altar 
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Gathering 
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News, Serenade 
Sunday Serened» 


Sun. Serenade 
Sun. Serenade 
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Church a t God 


Tabernacle 
Tabernacle 
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Tabernacle 


Dr. C. E. Fuller 
Dr. C E. Fuller 
Dr. C. E. Fuller 
Dr. C. E. Fuller 


Neapolitan Air» 
Neapolitan Air» 
Zupkov ich Or ch. 
Polks Dots 


Prou dly We Hall 
Prou dly We Hail 
Sun. Afternoon 
Sun. Afternoon 


Sun. Afternoon 
Sun. Afternoon 
Sun. Afternoon 
Sun. Afternoon 


Sun. Afternoon 
Sun. Afternoon 
Dead Stop 
Dead Stop 


Radio Church 
Radio Church 
Shield Qu int 
Radio Altar 


Voice a t Proph. 
Voice of Proph. 
Back to God 
Back to God 


Bible Class 
Bible Class 
Chri*t’n ScL 
Frank & Erneet 


Old Stone Church 
Old Stone Church 
Old Stone Church 
Old Stone Cnurcb 


Church 
Church 
Jackie Herman 
Jackie Herman 


Rev . Young 
Rev . Young 
Lu theran Hour 
Lu theran Hour 


Wings of 
Wings of 
Bible Study 
Bible Study 


Music Masters 
Music 
Rom. Strings 
Rom. Strings 


Rom. Strings 
Rom. Strings 
Roman Strings 
Lorne Greene 


or two on the way. “ It’s educa­ 
tional,” he'd say as we pulled up 


There’s 
expectant mother who is certain 
her son will become President 
before another presidential birth- ; eoUIci hav e her little future Presi- 
piace. Perhaps it was, though it L ent a* home—if the doctor con- 
nev er had any noticeable effect or sen^ 
my history grades. 
this, too, raises difficulties. 
Hav e you ev er v isited the b 
i 
r 
t 
h 
- 
^ 
aren>t as permanent 
place of J ames Monroe. 
Well, 
qf gypp^e the 
neither hav e I. Monroe was born \ 
President’s parents liv e ini 
in Westmoreland County, Va., and ^ apartment? How will future oc- 


6*5 
r. m « •*. u. s. «•*. on. 
19M Bjr « if* 
fue. 


“ Now don't go tiring y ours elf out before the s trike benefit 
s quare dance tonight’/* 


there may be signs all ov er 
place now telling you how to find 
the house. But in the Model T days 
there weren’t any, or at least we 
couldn’t find them. We drov e all 


cupants feel about all those tourists 
coming up in the elev ator to gawk 
t the rooms? 
It definitely appears from here 
ov er the county and had a 
flat that the birthplaces °nunirt P 
and 
the radiator 
boiled ov er, but 
dents just don 
av 
J Lid be a 
found the birthplace of That may be sad. Or 
could be ., 
I great relief to generations of sum 
we nev er 
J ames Monroe 
We made up for it that summer mer tourists yet unborn. 
in Virginia, howev er, by taking in j 
i 
W A S H I N G T O N i* - Rep 
’ 
SHolifield iD-Calif) said today con 
Wakefield (Washington), Shadwell \A /n < ;h in a to n v ille 
gressional testimony has di; closed from Mount 
(J efferson), Port Conway (Madi- *v u *n 
y 
“ serious rift” within the Atomic nesday. 
son) and Staunton (Wilson). Then 
Mr. and Mrs. Gene * 
Energy Commission ‘‘ov er giv ing 
Mr. and Mrs. Eugfcne Fisher and 
there was the summer we joyfully the parents of a son born Satui- more power #to its chairman.” 
¡Mr. and Mrs. Karcher, spent Sat* 
killed two birds with one stone by (jay at the Central Clinic. Mr. and 
The issue, he said in an inter- y rday with Mr. and Mrs. A. Lewis 
v isiting Quincy, Mass., where two Mrg 
Morrow and Mrs. Min- v iew, “ must be resolv ed before we at Franklin Square. 


HDTV—Ch. I 
7:8 8 Garroway 
8 :08 Garroway 
8 :30 Garroway 
8 :45 Garroway 
9 :00 Pastor’s Study 
9 :15 Fun to Reduce 
9 :30 Women’s Angle 
9 :45 Gary Moore 
10:00 Edition 
10:15 EdiUon 
10:30 Godfrey 
10:45 Godfrey 
11:00 Godfrey 
11:15 Star Parade 
11:30 Strike it Rich 
11:45 Strike it Rich 
12:00 New« 
12:15 Lov e of Life 
12:30 Search 
12:45 Light 
1:00 Brant Show 
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Morning Show 
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Strike 
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Theater 
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Theater 
A Bright Day 
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Mov ie 
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Mov ie 
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All For You 
Joe Portaro 
Pau l Dix on 
Pau l Dix on 
Woman With Pas 
Secret Storm 
Toy Box 
Toy Box 


5:00 Weekend 
5:15 Weekend 
5:30 Weekend 
5j46 Weekend 


6:00 Am. Foru m 
6:15 Am. Forum 
6:30 Concert 
6:45 Concert 


7:00 Concert 
7:15 Concert .. 
7:30 Theater Royle 
7:45 Theater Royle 


8 :00 Garroway 
8 :15 Garroway 
8 :30 Garroway 
8 :45 Garroway 


9 :00 Garroway 
9 :15 Garroway 
9 :30 Garroway 
9 :45 Garroway 


10:00 Inheritance 
10:15 Inheritance 
10:30 Meet Prees 
10:45 Meet Press 


11:00 News 
11:15 Music 
il :30 Music 
:1;45 Music 
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Concert Fav orites Sun. Afternoon 
Concert Fav orites Sun. Afternoon 
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Headlines 
Pau l Harv ey 
Holland Calling 
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Around World 
Around World 
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George Sokoisky 


Ozzle & Harriett 
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Music Hall 
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Walter WincheO 
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News 
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Gene Autry 
Miss Brooks 
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Jack Benny 
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New* 
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Music 
Music 
Music 


Se rio u s Rift 
Exists In 
Ato mic Gro u p 


or that prov ided bv 
law. 
the presnt 


Salem Township 
Mrs. Lottie Straurs returned to 
her home in Orrv ille Wednesday 
after 
attending 
commencemen t 
here. She was entertained in the 
Charles Stelts home. 
Miss Nancy Ste’ts came home 
Union College Wed- 


Presidents hav e obliged the weary ~ 
* 
” "are (hc grandparPnts. 
|f an hav e a harmoniously function- 
young pilgrim by being born in nie mAm dl c 
8 . 
. 
.. 
ing commisMon. 
the same town. Thank you, J ohn 
Howard Schnepp v isited ov er tnc 
rphe Senate-House Atomic En- 
Adams and J ohn Quincy Adams, weekend in the home of his uncle ergy Committee, of which Holi- 
If you’re determined to take the and aunt, Mr. and Mrs. Clarence 
a member, asked the fiv e 
kids to a presidential birthplace'Bricker of Leetoma. 
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10:15 Studio One 
18 :3« Studio On# 
18 :45 Studio One 
11:8 0 The World 
11:15 Theater 
11:30 Theater 
11:45 Theater 
12:00 Theater 


MONDAY NIGHT 


WEW9 -CS. • 
WNBK—Ch. 8 
Pinky L n 
Pinky Lee 
Howdy Doody 
Howdy Doody 
Su perman 
Su perman 
Spts., Weather 
News 
Victory at Se* 
Victory at Se* 
Tony Martin 
News Carav an 
Name Tu ns 
Nam« Tu r» 
Vole« 
Vole« 
Dennis Day 
Dennis Day 
Montgomery 
Montgomery 
Montgomery 
Montgomery 
Theater 
Theater 
News, Sports 
Eisenhower 
Eisenhower 
Theater 
Theater 


WXEL—Ch. S 
Uncle Jake 
Depu ty 
Uncle Jake 
Depu ty 
Uncle Jake 
Deputy 
News 
Deputy 
Dinner Platter 
Depu ty 
Dinner Platter 
Bob Net! 
News 
Weatherman 
Sports, Weather 
The Grahams 
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9 :30 Kitchen Club 
9 :45 F. Martin 
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10:30 Bob Hope 
10:45 Break Bank 
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11:15 Strike Rich 
11:30 Phrase Pay s 
11:45 2nd Chanc« 


12:00 Newa 
12:15 J. Andrews 
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12 45 J. Andrews 
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3:00 Life Bea’tiful 
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3:30 Pepper Young 
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4:00 Backstag« 
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4:30 W. Brown 
4:45 My Houm 
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News-Sports 
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Easy Listening 
Fem. Fancy 
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News, Farm 
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Altar Serv les 
Farm Bulletin 
News 


World News 
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News 
Morning Sho w 


Show, News 
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Believ e. Mail 
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Arthu r Godfrey 
Arthu r Godfrey 
Your Mind 
Rosemary 


Wendy Warren 
Aunt Jenny 
News, Reporter 
Ju st for You 


Paul Harv ey 
Road of Lite 
Ted Malone 
Ma Perkins 
Modern Romance Dr. Malone 
Ev er Since Ev e 
Guiding Light 


Music 
Music 
Music 
Music 


Martin Block 
Martin Block 
Martin Block 
Martin Block 


News 
405-55 
Show 
405-55 
Show 
405-55 
Show 


2nd Mrs. Burton 
Perry Mason 
Nora Drake 
Brighter Day 


Hill House 
House Party 
House Party 
Wizard of 
Odds 


Helen Trent 
Our Gal Sunday 
Melody Matinee 
Melody Matinee 


News 
Bill Gordon 
Bill Gordon 
Bill Gordon 


World News 
Bill Gordon 
Bill Gordon 
BUI Gordon 


News 
Bill Gordon 
Bill Gordon 
Ry thm Time 


Tunes 
Tu nes 
News 
Eleanor Hanson 


Sty le« in Song 
Sty le« In Song 
Queen for Day 
Queen for Day 


News 
News 
Break Bank 
Tops In Pops 


Cedric Foster 
Dick O’Heren 
Dick O’Heren 
Dick O’Heren 


Jimmy Kish 
Jimmy Kish 
Tune Time 
Dansero 


Hour of Stars 
Hour of Stars 
Hou r of Stars 
Hour of Stars 


Bill Gordon 
Bill Gordon 
BiU Gordon 
Bill Gordon 


PARK AUTO Theater 


BETWEEN SALEM AND ALLIANCE — ROUTE 62 


Midnight Show Tonight 
NOW SHOWING ------- 


VIRGINIA MAYO — DALE ROBERTSON 
"DEVIL'S CANYON" 


AEC commissioners for more pub­ 
lic testimony today on a proposal 
to name the chairman 
as 
the 
groufi’s “ principal officer.” 
Commissioner Eugene M. Zuck- 
ert, who has opposed the propo­ 
sal, 
and 
Commi sioner 
J oseph 
Campbell, reportedly fav oring it, 
hav e their turn to speak today. 
Commissioners Henry P. Smyth 
and Thomas E. Murray both op­ 
posed the proposed change yester­ 
day and urged that the present 
equal status of all commissioners 
be retained. 
Chairman Lewis L. Strauss test­ 
ified bis position was “ not one of 
opposition or adv ocacy” for the 
change. But he said the lack of 
some qualifying phrase for the 
chairman has led to “ many diffi­ 
culties” now and in the past. 
The chairman added that on the 
basis of his past business experi­ 
ence “ I can most earnestly state 
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Starts Sunday 


’EAST OF SUMATRA 


T & i h i c o l o r 


f é . * JEFF CHANDLER 
Æ MARILYN MAXWELL 
ANTHONY QUINN-SUZAN BALL 


i JOHN SUTTON * a wkrsai sTusAnowi wm 


Mr. and Mrs. Charles Schlumpf 
and Mr. Stewart Freeland of Se- 
wickley, Bert Brinker and Emer­ 
son Dav is of Lisbon were Sunday 
dinner guests at Herman Bunker’s. 
Mr. and Mrs. Walter Caldwell 
entertained 
their 
children 
and 
grandchildren at supper Sunday. 
Mr. and Mrs. Russell Forney join­ 
ed the group in the ev ening. 
A group of young folks enjoyed 
a picnic Decoration Day in the 
grounds of their church, St. J a­ 
cob's. 
Mr. and Mrs. J oseph Keyser en­ 
tertained 16 friends and relativ es 
at their home Friday night after 
commencement in honor of the 
graduation of their son, J ohn J os­ 
eph. Mrs. Keyser serv ed a dainty 
lunch. 
Mr. and Mrs. Clyde Temple en­ 
tertained 30 relativ es Sunday. Pic­ 
nic dinner and supper were enjoyed 
on the lawn. 
Mr. and Mrs. J oseph Burkholder 
and sons were entertained at din­ 
ner Sunday in the H. F. Lehman 
home. The Burkholders were cele- 
that it is not possible, effectiv ely, j brating their 17th wedding anni- 
to operate—and I emphasize theiv ersary. 
word operate—a large business en-i 
Mrs. Martin Witman of Salem 
trprise by committee.” 
(called at the William Fousts Suq- 
Holifield said the issue was so day. 
serious that it could not be settled) The Frank Kress family enjoyed 
merely by deleting the phrase a wiener roast at the J oseph Burk- 
“ principal officer” from a bill now 
before the committee. 
holder home Monday. 
Mr. and Mrs. Charles Wilhelm 
“ It will take joint action by the,took Mrs. Edna Fronk to Alliance 
committee and the commission to Monday. Mrs. Mary Holloway and 
settle it,” he said. 
He 
said 
Strauss* 
testimony 
“ made it v ery clear he felt he 
should be giv en added power” ov - 


Mrs. Martha 
Cope 
accompanied 
them. 
Mrs. Fronk 
expected 
to 
return to Florida Wednesday after 
a v isit with relativ es here. 


TONIGHT — SATURDAY — SUNDAY 
Terrific 
Recording Stars 
THE FOUR KNIGHTS 
"I GET SO LONELY” 
PLUS GREAT ALL-STAR CAST 
CASABLANCA CLUB 
CANTON, OHIO 
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I I C V C D Í I A I Í E 
‘/Modern 
R C T c K ) I A K C ‘^ 
: 


* 
* ' i 
\ 
- 
' ' * V 
CANTON, O H I O . 


1 1 C 
L 
,M TMf 
THC S O frZ ~ K & 


MONDAY NIGHT 


SATURDAY-WKBN CHANNEL 27 
11:00 Winky Dink * You 6:30 News This We« ik 
9 :30 Pefwi Cola PI Hse 
11:30 Rod Brown, Ranger 6:45 Don Gardner S]>orU 10:00 That 
s My Aoy 
12 oo Bin Top 
6:55 Weather Man 
10:30 The Goidbergs 
1 00 Western Theater 
7:00 Cru sade ln Pacific 11:00 Chic. Wrestling 
3:00 Double Featu re 
7:30 Beat the Clock 
11:05 ports 
Showcase 
5*00 Panorama 
8 :00 Jackie Gleason 
11:20 Chic. Wrestling 
5 30 Featu re 
Box ing 
9 :00 Two for the Money 12:00 Final 
Ed News 


SUNDAY—WRBN CHANNEL 27 
2*00 Thia is the Life 
5:00 Adv enture 
2 30 Featu re MaUnee 
6:00 American Week 
3:30 Elmer Dav is 
6:30 Ramar of Ju ngle 
3:45 At Issu e 
7:30 Edw. 
4:00 Man of the Week 
4:30 Youth Takes Stand 


9 :30 Man Behind Badge 
10:00 The 
Web 
10:30 Break the Bank 
Arnold Shaw 11:00 Play house 27 
8 :00 Toast of the Town 12:30 Final Ed News 
9 :00 Where’s Ray mond 
__ 


Want Ads Are Star Salesman 


5:00 Car-Tunes 
5:15 News 
5:30 Lorenzo JoOSS 
5:45 To Marry 


6:00 Tex Benecke 
8 :15 News 
6:30 One Nite Stand 
8:45 3 Star Kx trs 


7:00 Alex Drier 
7:15 Salonette 
7:30 Newa 
7:45 Man’s Family 


8:8« Railroad Hr. 
8:15 Railroad Hr. 
8:30 Voic« 
8:45 Vole« 


9 :00 Telephone Hr. 
9 :15 Telephone Hr. 
9 :30 Band of Am, 
9 :45 Band a t Am. 


10:00 Fibber and 
10:15 Heart of News 
10:30 Noeturn« 
10:45 Noctu rne 


11:90 News, 9 porti 
11:15 1100 C1M> 
11:30 1100 Club 
11:45 1100 
Ck* „ 


B:ng Cro« by 
Frankie Carl« 
Les Pau l 
Guy Lombardo 


News 
Sports 
Vogeler, News 
Perry Como 


Fulton Lewis 
Bill Stern 
Lone Ranger 
¡/mm Ranger 


Henry J . Taylor 
Ju st Easy 
Ju st Easy 
Ju st Easy 


Tootie Camarata 
Tootle Camarata 
Doorway to Fu t. 
Doorway to Fu t. 


J. Vandercook 
Freddy Martin 
Edwin C. Hill 
Marty Music 


News 
Sports WhM 
Disc Dsn 
- Dose Den 


Melody Matine« 
Melody Matin« « 
J Berch 
Curt Massey 


Sports 
Weston A Staff. 
N4 


Tenn. Ernte. 
Peter Lind Hay e« 
Peter Lind Hay e« 
Ed. Murro* 


Suspens« 
Talent 
Talent 9 eo*B 


Theater 
Theater 
Theater 
Theater 


Mr. Keen 
570 Siow 
570 Show 
570 Show 


Sports. 
Music 
Better« 


D B Bar B 
D B Bar B 
Bill Hickok 
Bill Hickok 


News 
Bru ce Charles 
Bru ce Charles 
Cedi Brown 


F. Lewts 
Music 
Gab’l Heatter 
News, Como 


The Falcon 
The Falcon 
Under Arreet 
Under Arrest 


Bill Henry 
Time 
Roundup 
Roundup 


Frank Edwards 
R. Hurleigh 
Tom Brown 
Keys To Uv tag 


News 
Tom Brown 
Tom Brown 
T in —i 11 ■ i Mm 
m ClsdM Apw%F^rep 


i f . 


\ W . 


Tonight & Sunday 


CHARLIE PICKENS 


m 
Swt* 
HM« 


e s 
s 


■-6N 


SUNDAY — MONDAY 


AND TUESDAY 
LUCI LLE BALL 
DESIARNAZ 4P« V** 
EÜ 
n<*y tìL 
1.... I 
,■* 


THE LONG, 1SIMit TRAILER^ 


m M o e e o t C O t O # 
(MRJrtK Ma* 
KeWan W/HH 
PLUS T ins ACTION STORY OF 


THn¡MMWT¡niOA¡OWT NOBODHNEW! 
1^ I 
t'orri* q 
Joel ms& ■ 
■M M -Im u 


TONflGHT — Two Firs t-Run Actioneers ! 
SHOWN AT 9 :00 and 1:15 
SHOWN AT M:35 ONLY 


W R orte lfllL 
ww. AM/AA ^ 


TONIGHT STARTING AT 12:10 
"BOMBAY CLIPPER" 


Raps Out Two Homers Friday 


As Cards Beat Philadelphia 5-2 


By BEN PHLEGAE 
{schedule Ruth fo llo wed when he 
Stan Musial still deny ing he’s hit his 
60 
fo r the New Yo rk 
aiming fo r the fences, has taken Yankees. 
This is no t to say any o ne o f the 
three will break the Babe’s mark. 
Lo ng ball hitters have been try ing 
witho ut success fo r 26 seaso ns. 
Jimmy Fo Jtx in 1932 and Hank 
Greenberg in 1938 came the clo s­ 
est with 58. Hack Wilso n set the 
Natio nal League reco rd o f 56 in 


o ver the Natio nal League ho me run 
lead and is ahead o f the reco rd 
1927 pace o f the great Babe Ruth. 
The two sluggers Musial passed 
last night when he hit his 16th 
and 17th ho mers — Hank Sauer 
o f Chicago and Willie May s o f 
New 
Yo rk—are 
even 
with the 


Yanks Defeat 
Indians 8-3 


Bob Avila Faces 
10-Day Suspension 


PHILADELPHIA if — The sun 


Salem T ool 
Winner Over 
Lisbon 4-2 


Salem To o l defeated Lisbo n 4-2 
Friday evening in a so ftball tilt | 
at Kelley Field under the w’o rst 
play ing co nditio ns so far this y ear. 
The lo cal team jumped o ff to a 


PonyLeague 
Play Opens 


Diner Tops Mullins, 
Eljer Defeats Bliss 


(Game times Eastern Standard! 
AMERICAN 
W L 


Karl Zellers 
Lifeguard At 
Country Club 


Alice Christy Elected 


By Women Bowlers 


Cleveland 
Chicago 
Salem Diner and Eljer CIO 3816 Xew Yo rk 


that sho ne o n the Cleveland In- I w T e a T to ’the" ¿ 7 * 7 ! ^ '¡nd wo n Sames as the Po n>’ League Detro it 
dians’ pennant ho pes two day s|sco red its ]a£ t 
¿n 
fifth o pened its seaso n's activities Thurs- ^ ashmgto n 


Henry Cited 


rr* r 
Fix 


pennant ho pes two 
__ _____ 
ago is behind a clo ud to day —a frame Lisbo n go t its two runs in dav evening at Centennial Park. Philadelphia 
clo ud made up o f two lo sses to ^ 
third ^ ^ g 
the New Yo rk Yankees and the, Sa]pm To o l Dlavers eo t a to tai 
po snble lo ss fo r 10 day s o f the 


, Bo sto n 
In the first game, Mo e Meissner Ba¡timo re 
o f Eljer chucked a three-hitter in! 


29 
30 
28 
22 
19 
17 
14 
19 


15 
16 
18 
19 
25 
28 
24 
29 
Saturday ’s Schedule 


Offered Jones Bribe, 
New York DA Claims 


NEW YORK (Æ)—Clarence Henry , 
Ihe o ne-time No . 3 co ntender fo r 
the 
heavy weight 
champio nship, 
was arraigned to day o n a bribery 
charge in the mo t bizarre bo xing 
“ fix” plo t that has ro cked New 
Yo rk in decades. 


Ipaffiip’c lpadina hitter Ro h Avila o f six hits* whiIe the lo se5s co n’ {limiting Bliss to a lo ne last-inning r h ;ra(Tn flt Washingto n 7 30 d. m. 
The main reaso n Ruth's reco rd 
* 
nected fo r three hits. Each team 
^he winners aiso co llected cima ,n.;n vs Schmitz (l-3> 
has 
remained unattainable 
was 
During :r,e sixth ^ " ‘ng 
o f y es- c ^ m n te e d three erro rs. 
! o nly three bingles fro m lo sing hurl- g ,u 
, New 
, 2, 12 30 
the Babe’s tremendo us spurt in terday ’s 8-3 defeat by the wo r d 
Rain adding 
^ 
mud. mist er Dave Baird, but stretched their BaIumo re a ’ New M>rk 
. « -» » I 
September when he hit 17 in 26 
a _ p r10 t^st^ a 
and co ld, fo rced po stpo nement o f safeties into seven tallies to win 
the Deming-Paul & Jo e co ntest in ! 7-1. Lo ni Waiwaio le co llected two 
the to p o f the third inning, with 
Deming ahead 7-6. 


j 
Miss Alice Christy was elected 
president o f the Buckey e Ladies 
Bo wling League at the gro up’s an- 
f 
Karl B Zellers, assistant track, nual banquet at the Go shen Grange 
Pet GB fo o tball and basketball co ach at recently . 
.659 — Salem High Scho o l, has been named 
new vice-president is Miss 
.652 — life guard at the Salem Co untry $ara Hanna; th secretary is Ro sa- 
609 2 
Club, acco rding to the club secre- ;een Keeler. Jane Ho y le will serve 
.537 2 4 tarv-treasurer, Ho ward Schaefer. 
as treasurer and Edith Go w as the 
.432 10 
Mr. Zellers, who also will serve new sergeant at arms 
■3‘8 I21- as swimming instructo r 
fo r the 
The list o f individual standings is 
.368 12 
J summer, wlil be o n lifeguard duty gs fo llo ws; 
.341 14 
; during weekends o nly until scho o l is 
o ut when he will assume full-time 
1. Anna Dejane 170. 
Olivo 


I m 
E« » » 
games. It to o k him 47 games to « * third stnke and bumped into 
i n r i o 
n i 
r i x 
§ <* w s « «1 » . 
^ 
Gr>eve 
**>* 
I I I I l y 
m 
I ■ « 
. 
Mu-ia] reached 17 in 46 games, argument. He was ejected and 
Sauer has 16 in 43, which co nfo rms;Grieve said he wo uld repo rt the 
exactly to Ruth’s pace, and M 
a y 
s ¡Lumping to President Hill Har- 
has 16 in 44. 
ridge o f the American League. 
Musial has said repeatedly he is 
A few weeks ago Harridge issued 
no t aiming fo r the ho me run title, a bulletin saving 10-day su: pensio n 
much less Ruth’s reco rd. 
wo uld be auto matic fo r any play er 
‘I’m just a singles hitter,” the ¡bumping an umpire. A1 Lo pez, 
St. Lo uis Cardinal o utfielder de- Cleveland manager, defended the 
clared. 
“ I tho ught 
I’d 
take 
a bumping as accidental. Grieve was 
crack at the ho me run title in walking 
away 
fro m 
the 
plate, 
1949. I was so bent o n try ing to hit turned suddenly and was struck 
, 
, 
ho mers I fo rgo t ho w to hit singles by Avila’s sho ulder. 
Henry was accused o f o ffering 
, 
> 
J 
and I was under 
.200 as late as 
June.” 
This seaso n his ho mer pace has 
do ne no thing but fatten Stan’s bat­ 
ting average. His .380 leads the 
league. 


LISBON 
SALEM TOOL 
AB R H 
Siefke 
3 0 
0 Jeffries 
C artw right 
3 0 0 Vo lio 
Fauls 
4 1 0 Ball 
Muny o n 
3 0 
2 Laughlin 
2 
M cDevitt 
3 0 
0 Co pe 
2 
Rutecki 
3 0 
0 Kline 
1 
M attix 
3 0 
1 H erm an 
Brinker 
2 0 
0 P astier 
2 
Jo hnso n 
2 1 0 England 
Go tscHling 
0 
LISBON 
002 000 0—2 
SALEM TOOL 
3 00 01 0 


p. m., Turley <4-5» and Pillette 
<3-5» 
vs By * * 
<2-3» and Mc- 
. Do nald <2-1) 
o f Eljer’s three hits. 
¡Cleveland 
at 
Philadelphia, 
1:05 
In the seco nd co ntest, Salem Di- 
p m $ Garcia (5-4» vs Kellner 
ner came fro m five runs behind 
<2-5) 
A® R H |to nip Mullins 7-6. After Mullins j Detro it at Bo sto n <2» , 1 p. m. and 


duty . 
Altho ug h ac­ 
tivities at t h e 
Co untry C l ub 
began M e m <v 
rial Day , t h e 
Fo urth o f July 


$15,000 to Bo bby Jo nes to thro w his 
middleweight bo ut against Jo ey 
Giardello in Madiso n Square Gar­ 
den June 11. 
While 
experts 
wo ndered 
why 
Henry wo uld try to fix the 2-1 un­ 
derdo g, the fo rmer title co ntender 
asserted bis inno cence. 
“ his is all a mistake,” he said. 
“ I went to see Bo bby because I al­ 
way s see him when we’re in to wn. 
We’re friends. They had to get 
so mebo dy and I was the cho sen 
party .” 
He did no t say who “ they ” 
were. 
Just abo ut every o ne invo lved in 
the case was anno y ed at so meo ne 
with 
the 
po ssible exceptio n o f 
Jo nes, a fair fighter, but regarded 
as no match fo r the rugged Giar­ 
dello . 
Dist. Atty . Frank Ho gan was 
irked because the sto ry was bro ken 
befo re he was ready to mo ve in. 
He said he had intended to try to 
ro und up the “ who le mo b” just 
befo re the fight. 
But the first editio n o f y ester­ 
day ’s New Yo rk Jo urnal-American 
appeared o n the streets with an 
eight co lumn headline o n page o ne 
anno uncing; 
“$5,000 bribe o ffered fighter to 
thro w Garden main bo ut.” 
The sto ry , signed by Bill Co rum, 
did no t mento n Henry , but when it 
reached the newsstands, Ho gan 
and his men mo ved into actio n. 
Fo r his part, Giardello said he 
“ o ught to be insulted.” 


Lo ss o f Avila at this time, with 
A1 Ro sen nursing a finger injury , 
co uld mean the Tribe will be 
nudged fro m the league lead it has 
held since May 16. 
The remainder o f the eastern 


o had jumped o ut to a quick 6-1 lead) 
7 39 
p 
, m., Zuvermk <1-0» and 
2 at the end o f an inning and a 
Marlo w (3-2» vs Henry <3-2» and 
¿ .half, Diner co llected three runs in j 
Kieley <0-2) 


^ h e two ho mers last night were 
¿£ against seco nd-divisio n o p- 
the big hits as the Cards beat 
which may be o ne bright 
Philadelphia 5-2. Newr "Vo rk to o k ray breaking thro ugh the 
clo ud. 
o ver seco nd place with 
a 10-6 
.... 
.. 
_,c 
L . 
. 
. 
.. 
,. 
... 
: 
To day , Mike Garcia (5-4) hurls 
triumph at Cinhnnati while Mil- 
* 
. 
^ 
- 
waukee was to wine 4-1 to Pitts- fo r the Indians against Philadel- 
wauk.ee 
!L T 
tilth Phia’s Alex Kellner (2-5), and to - 
? rg h, B,r?° - 
mo rro w there’s a twin bill here 
straight, 2-1, o ver Chicago . 
| with the Athletics, who have wo n 
In the American League Cleve- 
Cleve- 
land lo st its seco nd in a ro w to 
- ^ 
^ 
the New Yo rk lankees a ^ Chicago 
^ 
an(J Wedne:day 
climbed 
^ 
against Washingto n which 
hasn’t 
po ints o f the first place 
Indians , 0 . 
. . 
1 
1 
, • 
r\ 
a 
n n 
ArAli fc)€!4ci tGIl tll0 TriwC 10 *1V 0 tfl6S* 
by 
beating 
Bo sto n 7-3, 
Detro it 
edged Washingto n 3-2 and Phila- 
A three-run ho mer by catcher 
delphia defeated Baltimo re 7-6. 
¡^°S» Berra in the first inning put 
Two pitchers, o ne in each league,¡the \a n ks in fro nt to stay y ester- 
wo n their eignth games. 
Harvey day * Berra’s eighth ho mer o f the 
Haddix o f the Cardinals pitched seaso n fo llo wed a single by Phil 
his third straight co mplete gam e.R *2211*0 and a walk to Mickey 
and ran his reco rd to 8-3. 
Bo b Mantle. 
It was belted o ff Early 
Keegan o f the White So x survived Wy nn who gave up seven o f the 
an 11-hit Bo sto n attack fo r 
his Yanks’ 
10 hits and five o f their 
eighth victo ry in nine decisio ns. 
runs befo re he was lifted 
in the 
A three-run ho mer by Yo gi Berra seventh fo r Ray Narleeki. 
in the first inning o ff Early Wy nn 
Whitey Fo rd, po sting his third 
put the Yanks o n the victo ry tra il; victo ry against fo ur lo sses, came 
against Cleveland. It was Wy nn within o ne o ut o f finishing the ball 
who 
co uldn’t 
get 
any bo dy o ut game. 
He y ielded the ribe o nly 
Wednesday night when the Yanks {three scattered singles m the_first 
sco red seven times In the first inn­ 
ing jn the first game o f the Cleve­ 
land series. Ho wever, the Indians 
go t Wy nn o ff the ho o k that night, 
winning in 10 innings. 
Ro y Sievers turned fro m star to j 


Biagetti Leads 
Western Open 
Golf Tourney 


l the seco nd, ano ther in the third, 
J and then added the tieing and win- 
o ning markers in the fo urth. 
Hay es Co vert was the winning 
3 pitcher. Larry Snider hurled fo r 
I Mullins. Dale Swartz had three hits 
fo r the winners and Snider, the 


Friday ’s Results 
New Yo rk 8. Cleveland 3 
Chicago 7, Bo sto n 3 
Philadelphia 7, Baltimo re 
Detro it 3. Washingto n 2 
Sunday ’s Games 


Ramsey 168. 3. Mildred Kline 166, 
4. M argaret Stewart 166. 5. Julia 
Ellis 162. 6, Ruth May 161. 7. Ag­ 
nes Sko rupski 157. 8 Mildred ll.tr- 
ro ff. 9. Helen Caldwell 155. 
10, 
Jenise Nico lette 154 
Th team standings are: 
ho liday is being 
!• Hine Mo to r. 2, Gray Mo to r, 
planned as the 3, Fitzpatrick Mo to r 4. Bro o m a 11 
event o f the sea- Po ntiac. 5. 
tie between Bro wns 
so n. with fami- Furniture and 
Endres-Gro ss. 
.. 
lv o u t i n g s , tie between Avalo n and Bar tho lo - 
games, co ntests, mews. 9. Salem Mo to r, 10. Bry an 
swimming, bo ating, tenuis and o th- Granite. 11. Mullins 13. Ro lls Serv­ 
er spo rts scheduled. Do n Hammell, ice. 13. Stallsmiths. 14. Bibs, 
spo rts chairman, and his eo mmit- 


¿ e u e r s 


tee will plan the day . 
On the club’s summer agenda 
FRIDAY’S STARS 
BATTING — Stan Musial, St 
are dances fo r the teenagers; ping Lo uis Cardinals, hit two ho me runs 
po ng to urnaments, bo ating, ho rse- t0 tak0 o ver Natio nal League ho me 
Ditcher tried hard to win his o wn Baltimo re at New Yo rk (2), l:05lSho e pitching, rifle sho o ts and fish- runs iead with 17 as St. Lo uis beat 
came ’chipping in with three o f 
p. m. 
ing. 
New 
bo ats 
are 
numbered Philadelphia. 5-2 
Mulling civ hits 
Cleveland 
at 
Philadelphia 
(2),. amo ng recently purchased equip- 
Mumns six nus 
12;05 p m . 
jment and shuffleto ards have been 
Bo th games were lim 
Chicago at Washingto n (2» , 12:30{installed fo r use by y o uths and 
mnings because o f ram. 
06 
t 
P- 


By HAROLD HARISON 
CINCINNATI UP) — A virtual un- 


E L JE R 


five innings—by Avila, Larry Do by 
and Rudy Regalado . 


Cleveland 


R. Beall 
Ehrhart 
. 
. 
. 
* 
a- j 
. England 
kno wn was o ut in fro nt to day at Adams 
the halfway mark o f the 51st West- Church 
ern Open Go lf To urnam ent 
Hainan 
Such a thing has happened be- waiwaio le 
fo re, o f co urse, in many majo r ^ 
“ ner 
go lf to urnaments but in this o ne 
the lead o f Leo Biagetti o f San- 
dusky , Ohio , was marked by a 
wave o f withdrawals by to p pro s m ullins 
who pro bably never had heard o f Ansman 
Mr. Biagetti. Biagetti had a five- stark 
under-par 7(^67-137 fo r 36 ho les. | Relgfy der 
Defending 
champio n 
E. 
J-¡ling er 
(Dutch) 
Harri:o n 
o f 
Ardmo re, Bradley 
Okla., was o ne who gave up. He ^aHsand^ 
r 
said he hadn’t been feeling well 
and was to o tired to finish. 
Then he was jo ined o n the side­ 
lines by pro s Julius Bo ro s o f Mid- 
Pines, N. 
C.; 
To mmy Bo lt o f 
Ho usto n, Tex., and Dale Mo rey o f 
Martinsville, Ind., runner-up fo r 
last y ear’s natio nal am ateur cham­ 
pio nship. 
They didn’t o ffer any reaso n but 
the co ld weather fo llo wing Thurs­ 
day ’s rain sent sco res so aring, ex­ 
cept Biagetti, o f co urse, and that 
may have had a part in their deci- 


BLISS 
AB R H 
2 1 0 P latt 
0 Baird 
0 Bry an 
1 Bro wn 
0 Ho lzwo rth 
0 Wuko tich 
0 Phillis 
2 Pauline 
0 D. W eber 
0 M. W eber 
Go o dchild 
120 40—7 
000 01—1 


AB R H 
3 0 0 


adults. 
Carl McQuilkin is club president 
and Lo ren Early , vice president. 
Jo hn Ho lzwarth and Irving Pain- 


m. 
Detro it at Bo sto n, 1 p. m. 
Mo nday ’s Games 


o l Detro it at Bo sto JJ *2' ’ 12:30 p- m chaud head the gro unds co mmit- 
® J Only game scheduled 
\tee; Mr. Early , lake co mmittee; 
!Orein Narago n, entertainment; Dr. 
r u L- c - Ziegler, budget; Beeman Lud­ 
wig, audit, and 
membership. 


Brother Unionists: 
Please Cooperate! 


SALEM DINER 
AB R H 
AB R H 


H illiard 


0 Stallsm ith 
1 Co vert 
2 Swartz 
3 Hendricks 
0 Stew art 
0 Mallo y 
0 W hittm an 
0 Ho ppes 
0 Zim m ’m an 
Po zy no t 
B arett 


1 
00 I 


1 Bro o kly n 
0 New Yo rk 
\ Milwaukee 
Philadelphia 
St. Lo uis 
Cincinnati 
Chicago 
Pittsburgh 


o o 
o o 
o o 
MULLINS 
SALEM DINER 
240 00—6 6 
1 3 1 2 x —7 
8 


Befo re Henry m ade the $15,000 go a^ ^ 
Washingto n lo ss. He 0 ^ 1 ^ T / V A i m 


o 
f f e r , J o n e s had received two o ther dR)ve in ^ 
^ 
senato r tallies r O l O I G u i T I 
o ffers, each fo r $5.000 fro m strang- wjth a ho mer and two singles, then 
^ 
- 
ers—o ne last Saturday and the ;mispiay ed a simple two -o ut fly ball 
\ i i n f l O V 
o ther last Tuesday . 
¡lo ng eno ugh fo r the winning run 1 * W 
W 
i / I I I I U U y 
Jo nes’ eastern 
representative, i 
sco re fro m first base in the 
Bo bby Melnick, then to o K the fight- 
inning. 
er to Harry Mark o n o f the Inter- 
^ 
dro ve in fo ur runs 
natio nal Bo xing Club, who in turn, ag the athletics tempo rarily wo n 
sent the pair to State Athletic 
battle w*th Baltimo re to stay 
o ut o f last place. The Orio les are 
no w in the cellar by a game and|loc- " ' ^ “¿.s 
spacio us 


8 J? 
v- » • 
« 
Ho ad field at 3 p.m. 
Carl 
Erskme, Bro o kly n s 
in- j 
Cleveland 
ho lds 
two victo ries 
ningest pitcher last seaso n, picked !o ver p0iand in this seaso n which 
up his sixth triumph and the 
f i r s t - ust begun 
o f his career in Wrigley Field j 
Clevelanders’ ro ster includes 
Field 
when 
Ro y 
Campanella 
singled 
ho me Jackie Ro binso n in the sixth 
inning. 
A called third strike in the fo urth 


Co mmissio ner Bo b Christenberry . 
Christenberry called Ho gan and 
the DA’s detectives mo ved in. 
Jo nes, 
a 28-y ear-o ld Oakland, 
Calif., fighter with five children, 
was to ld to co ntinue training as 
usual pending develo pments. 
Thursday mo rning they came, he 
receiv ed fo ur calls at Gleaso n’s 
Gy mnarium 
fro m 
Philadelphia. 
One was fro m Henry . 
Here is ho w it went: 
Henry : “ Bo bby , I’ve go t to see 
y o u as so o n as po ssible abo ut a 
very impo rtant business m atter.’’ 
Jo nes: ”1*11 be in my ho tel ro o m 
a t no o n.” 
Henry : “ Fine, but be sure y o u’re 
alo ne. I ’ll be there.* 
Detectives co vered Jo nes ho tel 
and Henry appeared o n schedule. 
Witho ut preliminaries, Henry o f­ 
fered Jo nes $15,000 to thro w the 
fight. The latter demurred, as in-1 
structed, 
co mmenting 
that 
h e , 
didn’t think Henry co uld raise that 
much mo ney . 
“ I’ll go get a friend o f mine and 
he will co nvince y o u my peo ple 
are reliable,” said Henry and he 
left. 
Trailed by detectives, he met a 
man abo ut a half blo ck away fro m 
the ho tel and engaged in “ ani­ 
m ated” co nversatio n. 
Henry was standing 
right 
in 
fro nt o f a newsstand pro minently 
display ing the Jo urnal-American’s 70. 
s t o r v . It was there Henry wasj 
------------7----------- 
nabbed, alo ng with a man who i 
PITCHING 
— Max 
Surko nt, 
gave his name as Jo seph Hacken, Pittsburgh Pirates 
scattered six 
34, o f New Yo rk. Hacken was held!hits in beating his fo rmer Milwau- 
$25,000 
bail 
as 
a 
m aterial kee mates fo r seco nd straight time, 


The Salem Po lo Club, fully re­ 
co vered fro m the setback it to o k 
fro m the crack Harbo r Hills club 
last o n Memo rial Day , will face 
Cleveland in a game here Sunday . 
The game will be play ed at the 
Ellswo rth 


such play ers 
as Dick 
Knepper, 
Jimmy Barr, Herb Greene and a 
Texan new to Ohio , Jo hn Bry an. 
The latter rates three go als in na- 
inning was the o nly black mark b0nal reco rds. * 
o n a fine two -day batting perfo r-, 
to mo rro w’s game Salem will 
mance by A1 Dak o f the Giants. * ride Ro y Bates Harry Frick, Wil-jIndianapo lis 
The New Yo rk captain go t fo ur fo r ,lie Smidl and Jim pidgeo n. 
Lo uisville 
fo ur at St. Lo uis Thursday night 
In all this seaso n the Salem Po lo .Minneapo lis 
and fo ur o ut o f five last night. 
¡club will play nine games h ere,Co lumbus 
Max Surko nt to rmented his fo rm- and ejgbt o n the ro ad 
er Milwaukee teammates, giving 
them o nly six hits as they lo st 
their fifth straight game. 


sio n. 
It was co ld and windy o n the 
Kenwo o d Co untry Club co urse y es­ 
terday . It to o k a 36-ho le sco re o f 
153 o r better to get into the final 
two day s o f play . 
Dave 
Do uglas 
o f 
Gro ssinger, 
N. Y., the firrt day leader, sagged 
badly and to o k a 74 to go with his 
68 fo r a 142 half-way co runt. 
Two stro kes behind Biagetti was 
Jackie Burke o f Kiamesha Lake, 
N. Y., who kno cked ano ther stro ke 
o ff par fo r a 70 and a 139 to tal. 
Running behind Burke in a field o f 
60 were Llo y d Mangrum o f Niles, 
111., a fo rmer Natio nal Open cham­ 
pio n, and Bo b Ro sburg, a San 
Francisco pro no w play ing o ut o f 
Chicago . Bo th sho t 140s. Mangrum 
was the Natio nal Open champio n 
in 1947. Ro sburg is ano ther o f the 
unkno wns in the field. 


19 
19 
20 
22 
23 
23 
33 


.591 
.568 
.548 
.535 
.522 
.477 
.465 


1 
2 
2Vz 
3 
5 
54 
.313 13 


Lausse Scores TKO 
Over Joe Rindone 
NEW YORK UP»—Eduardo Laus­ 
se, the rco wling Argentine kno ck 
o ut artist, has jo ined the lo ng line 
y elling “ I want Olso n.” 
Charlie Jo hnso n, Lausse’s m an­ 
ager, said pro mo ter Jim No rris 
had talked to him abo ut the po s­ 
sibility o f Lausse bo xing 
Bo bo 
Olso n in the fall—if the middle­ 
weight champ succe sfullv defends 
against 
Ro cky 
Castellani 
in 
August. 
Lausse, a 26-y ear-o ld left ho o ker, 
sto pped the veteran Jo e Rindo ne 
last night at Mariso n Square G ar­ 
den o n a technical kno cko ut in 
1:28 o f the seco nd ro und. The bald- 
ish Rindo ne simply was unable to 
stand up under Lausse’s punching. 
Lausse weighed 156, Rindo ne 161. 


NATIONAL 
W L 
26 18, 
25 
23 
23 
24 
2 1 
20 
15 
Saturday ’s Schedule 
Philadelphia at St. Lo uis, 8 p. m, 
Dickso n (5-5) vs Raschi <5-0» 
Bro o kly n at Chicago (2» , 1:30 p. m. 
Po dres (5-1) and Newco mbe (3-3) 
vs Klippstein (2-4) and Hacker 
(2-3) 
New Yo rk at Cincinnati, 2 p. m., 
Anto nelli (6-21 vs Perko wski <1-3» 
Pittsburgh at Milwaukee, 2:30 p.m. 
O’Do nnell <2-4) vs Spahn <5-4 
Friday ’s Results 
Bro o kly n 2, Chicago 1 
New Yo rk 10, Cincinnati ( 
St. Lo uis 5, Philadelphia 2 
Pittsburgh 4, Milwaukee 1 
Sunday ’s Games 


Mr. 
Painchaud, 


Butler Grange, Bliss 
To Play On Sunday 
The Butler Grange so ftball team, 
victo rio us in eight starts this sea-| 
so n, will play the Bliss Co . nine 
in an exhibitio n game at Lake Pla­ 
centia field Sunday afterno o n. 
The Grangers, already ho lding a 
3-2 win o ver Bliss* ho pe to dupli­ 
cate that trick Sunday . Butler re­ 
cently beat Gray Spo rting Go o ds 
o f Alliance. 


Hunting ClubTo Hold 
Rifle Shoot Sunday 
The Salem Hunting Club will ho ld 
a .22 rifle match Sunday at 2 p.m. 
at the club range. 
Prizes will be awarded in 
15 


1 1 
Tcmsms• 


sAfery truck chick 


Fro m m idnight Jun e 6 until m idnight 
Jun e 1 1 Teamsters *ill be ho lding the 
to h T eam ster Truck Check o f o ver-the- 
ro ad and general truck drivers. 
. All 
T eam ster lo cal unio ns anil jo int co uncil» 
are participating. Remember the da te ! 
Teamster* will appreciate 
co o peratio n 
o f all A F L unio ns. 


Eight-Race Program 
At Canfield Is Set 


ro unds o f sho o ting. O. F. Birkhi- 
New Yo rk at Cincinnati, 1:30 p. m. !mer an(j Dave Kirby will be in 
Pittsburgh at Milwaukee <2), 2:30 cbarge o f the sho o t which is o pen 
p m# 
i to the public. 
B ro o kly n at Chicago , 1:30 p. m. 
Philadelphia at St. Lo uis, 2 p. m. 
Mo nday ’s Games 
New Yo rk at Milwaukee, 9 p. m. 
B ro o kly n at St. Lo uis, 8 p. m. 
Only games « cheduled 


NATIONAL 
Batting—Musial, St. Lo uis, .380. 
Runs—Musial, St. Lo uis, 48. 
Runs 
batted 
in—Musial, 
St 
Lo uis, 59. 
Hits—Jablo nski, St. Lo uis, <3. 
Do ubles—Snider, Bro o kly n and 
Jablo nski and Musial, St. Lo uis, 


13-T rip le s —May s, New Yo rk and 


INTERNATIONAL BROTHERHOOD OF 
T E A M S T E R S ,C H A U F F E U R S 
W AREHOUSEM EN AND 
H ELPERS OF AM ERICA 


American Association 


City Softball Schedule 


AMERICA* 
Batting—Avila, Cleveland, .384. 
Runs—Mino so , Chicago , 44. 
Runs batted in—Ro sen, Cleve­ 
land, 49. 
Hits—Avila, Cleveland, 68. 
Do ubles—Verno n, Washingto n, 13. 
Triples—Mino so , Chicago , 7. 
Ho me runs—Ro sen, Cleveland, 
13. 
Sto len bases—Rivera, Chicago , 7. 
Pitching—Brance, Detro it, Mo r­ 
gan, New Yo rk and Sto ne, Wash­ 
ingto n, 3-0, 1.000. 
Strikeo uts—Turley , 
Baltimo re, 


June 1 0 
6 -.30 Bliss • Parker* 
7 :4 5 Mullin* - Old Timer* 
. 
9 00 Go shen Grang e • Butler Grang e Indianapo lis at Co lumbus 


St. Paul 
Kansas City 
To ledo 
Charlesto n 


W’ L 
Pct GB 
30 
16 
.652 
— 
26 21 
.553 
4 ^2 
23 
21 
.523 
6 
23 
23 
.500 
7 
23 
23 
.500 
7 
21 
24 
.467 
8M¡ 
20 
27 
.426 IOMí 
10 
20 
.388 I2V2 


After missing o ne night o f rac­ 
ing at the Canfield Speedway this Scho endienst, St. Lo uis, 5. 
week, the sto ck car drivers are 
Ho me runs—Musial, St. Lo uis, 
anxio usly awaiting the green flag 17. 
at to night’s eight-race pro gram, 
j 
Sto len ba s e s — Bruto n. Milwau- 
The 
Spo rtsmen 
Divisio n 
and kee, 10. 
Hard To p Class will clash in these 
races, and fans will see the largest 
field o f cars ever to assemble at 
the Canfield track. The entry list 
will pro bably be abo ut 75. 


Pitching—Raschi, St. Lo uis, 5-0, 


1.000 
Strikeo uts—Haddix, St. Lo uis, 65. 


TRY SALEM NEWS WANT ADS 


GRILLE 


TO 


TAILLIGHT... 


EVERYTHING FOR YOUR 


Saturday ’s Schedule 
Kansas City at Charlesto n 


June 1 4 
6:30 
Salem To o l - Paul A Jo e 
7 :4 5 Leeto nla • Lisbo n 
9:00 Deming s - Electric Furnace 
June 1 5 
6:30 Bliss-Old 
Timer* 
7 :4 5 Elect- Furnace • Go shen Grang e 
9:00 Leeto nia - Paul & Jo e 
June 17 
6:30 
Deming s • Parker* 
7 :4 5 Lisbo n-Butler Grang e 
9:00 Salem To o l • Mullin* 
June 1 8 
6:30 
Go shen Grang e • Parkers 
7 :4 5 Lisbo n • Electric Furnace 
9.00 Butler Grang e • Paul & Jo e 


St. Paul at To ledo 
Only games scheduled 
Friday ’s Results 
St. Paul 6, To ledo 3 
Kansas City 11, Charlesto n 5 
Lo uisville 5, Minneapo lis 2 
Indianapo lis at Co lumbus, rain 
Sunday ’s Games 
Kansas City at Charlesto n 
Indianapo lis at Co lumbus 
Minneapo lis at Lo uisville 
St. Paul at To ledo 


Building Needs 


CHECK WITH US FOR A COMPLETE LINE 
OF BUILDING SUPPLIES 


in 
witness. 
4-1. 


Your Building Dollar 
Is Bigger Here! 


Full Line of Building Materiole 


GENERAL CONTRACTING 


Damascus Lumber Co. 


M. L. HANS, CONTRACTOR 


Phone 25-U 
Domoeeus, Ohio 


PEP UP YOUR 
GAR WITH AN 
“A-l” TUME-UP 
S 3 


• Brick 
• Silica Co ncrete 
Blo cks 
e Lime 
e Po rtland and 
Mo rtar Cement 


e Ro ck Lath 


e Metal Lath 


e Co rner Bo ard 
e Ready -Mixed 
Plaster 


I 
CALDER OVERHEAD DOORS 
. 
| 


Sashes — Sewer and 
Field Tile — Steel 
| 
Windo ws — Ro o fing 
Insulatio n 


Ready-M ix Concrete 
REINFORCING RODS AND ROAD MESH 


& 


i . U 
. 


THE MOST BEAUTIFUL PONTIACS EVER! 


Car lag g ing , ltetleasly when It sho uld be g iv ing 
peak perfo rmance? Yo u’ll FEEL the differ­ 
ence after o ne o f o ur ro per tune-up* . • . and 
y o u’ll sav e an g as, to o ! Driv e te! 


Broadway Motor Sales 


7 64 SOUTH BROADWAY 
PHONE 51 67 


CONSULT US FOR FREE ESTIMATES 
SALEM CONCRETE 
AND SUPPLY 
Wliaon St. at Penn. R. R. 
Pho m 3428 


NEW 
1954 
STAR 
CHIEF 


Ju*t co me in and see—that’s all we ask. Feast 
y o ur ey es o n the lo ng , lo w, lo v ely lines o f the 
new Po ntiac Sur Chief. It’s the b ig g est 
Po ntiac 
•v er built—and the mo st beautiful and lux uri­ 
o us, to o ! We think y o u’ll ag ree 
its interio rs are 
unmatched fo r mag nificence by a ny car, at a ny 
price! Yes, this Po ntiac Star Chief is America’s 
first lo w-co st lux ury car. See it, driv e it 
. 
. . 
and 
y o u’ll want 10 o wn a Po ntiac Star Chief! 
Po ntiac 


Broomall Pontiac Co. 


Phone 4676 
390 East Pershing St. 


|>OUAR FOR DOLLAR YOU CAN'T BEAT A PONTIAC 
* » ¿» it- 
ÈHyÊtMii 
'* v» ■■ ■ ‘ 
Ja* - 


Raps Out Two Homers Friday 
I 
As Cards Beat Philadelphia 5-2 


By BEN PHLEGAE 
.schedule Ruth followed when he 
Stan Musial still denying he’s hit his 
60 
for the New York 
aiming for the fences, has taken | Yankees. 
over the National League home run 
This is not to say anyone of the 
lead and is ahead of the record three will b reak the Bab e’s mark. 
1927 pace of the great Bab e Ruth. 
Long b all hitters have b een trying 
The two sluggers Musial passed without succers for 26 seasons. 


Yanks Defeat 
Indians 8-3 


Bob Avila Faces 
10-Day Suspension 


Salem T oo I 
Winner Over 
Lisbon 4-2 


PonyLeague 
PlayOpens 


Diner Tops Mullins, 
Eljer Defeats Bliss 


Salem Tool defeated Lisb on 4-2 
Friday evening in a softb all tilt 
at Kelley Field under the worst 
. plaving conditions so far this year. 
PHILADELPHIA lJ h 
The sun 
*j^e 
team jumped off to a 
that shone on the Cleveland In- 
3-0 lead in the first inning and won games as the Pony League 


(Game times Eastern Standard) 
AMERICAN 
W L 


Karl Zellers 
Lifeguard At 
Country Club 


Alice Christy Elected 


By Women Bowlers 


Cleveland 
Chicago 
Salem Diner and Eljer CIO 3816 xew York 


last night when he hit his 16th: 
Jimmy 
^ 
1932 and Hank dians’ pennant hopes two days ¡^ored~~its~ last^ tally in the fifth opened its season’s activities Thurs- Washington 
and 17th homers — Hank SaueriGrecnt 5erg in 1938 came the c lo s -a 8° is b ehind a cloud today—a fram e. Lisb on got its two runs injdav evening at Centennial Park, r^i^de.phia 
est with 58. Hack Wilson set the cloud made up of two losses to |the 
tid r d inning. 
of Chicago and 
New 
York—are 
Willie Mays of 
even 
with the 


Henry Cited 
InFight'Fix’ 


Offered Jones Bribe, 
New York DA Claims 


Salem Tool players got a total 


I Boston 
In the first game, Moe Meissner Bai^more 


29 
30 
28 
2 2 
19 
17 
14 
19 


15 
16 
18 
19 
25 
28 
24 
29 


I V uojb V , 
U . C , . 
. 
... 
.v 
.. 
w 
„ . . . 
Eljer chucked a three-hitter in 
Saturday's Schedule 
league’s leading hitter, Bob A vila.r 
* * , 
h itc F arh tiam hrrnting B.iss^to a lone last-ianmg Chicago at Washington, 7:30 p. m., 


National League record of 
5 6 in the New York Yankees and the 


1 9 3 0 
posrib le loss for 10 days of the 


The main reason Ruth's record league s 
^ v^a ' nected for three hits. Each te a m j^ jy 
3*^ wjnners aiso collected 
, o-i> vs Sehmit* (1-3) 


Sf* 
unatUmab le ,W“ 
M defeat ‘b T t U W S d “ mmltteed three er™rS' 
. 
. . U ? *re e b ingler from losing hurl- 
at New York -2'. 12:30 
the Bab e's tremendous spurt to 
s M d e fe a t t * the worW 
Rain # dding to the mud. mist er Dave Baird, b ut stretched their, 
m 
Turley tW ) and PUlette 
rtien he hit 17 in 26 champions, Aviu pro.ested a 
Ctx U jand coW f0rced postponement of safeties into seven tallies to win 
R 
- 
- -- 
games. It took him 47 games to,« * third jtn k e and b umped 
Demmg-Paul & Joe contest in - 
................................ 
“ — 
— • 
vs 
r- 
^ 
the 
of 
third inning, with 
-6. 


Miss Alice Christy was elected 
president of the Buckeye Ladies 
Bowling League at the group's an- 
I Karl B. Zellers, assistant track, nual b anquet at the Goshen Grange 
Pet GB footb all and b asketb all coach at recently. 
.659 
— « Salem High Schoo’, has b een named 
The new vice-president is Miss 
.652 
— life guard at the Salem Country 
gara b Uiim; 
th secretary is Rosa- 
609 
2 
Club , according to the club score- 
leen Keeler. Jane Hoyle will serve 
.537 
24 tarv-treasurer. Howard Schaefer. 
&s treasurer and Edith Gow as the 
.432 10 
^jr z eiiers, who also will serve new sergeant at arms 
.318 1 2 4 as swimming instructor 
for the 
nst 0f individual standings is 
summer, wlil b e on lifeguard duty 
f0y0WS: 
during weekends only unUl school is 
^ Anrm Dejane 170. 
2. Olive 
Ramsey 168. 3. Mildred Kline 166. 
4, M argaret Stewart 166. 5. Julia 


.368 12 
.341 14 
out when he will assume full-time 
duty. 


the 
and 


AB R H 


NEW YORK UR—Clarence Henry, 
Ihe one-time No. 3 contender for 
the 
heavyweight 
championship, 
was arraigned today on a b rib ery 
charge in the mo t b izarre b oxing 
“ fix” plot that has rocked New 
York in decades. 
Henry was accused of offering 
$15,000 to Bob b y Jones to throw his 
middleweight b out against Joey 
Giardeilo in Madison Square Gar­ 
den June 11. 
While 
experts 
wondered 
why 
Henry would try to fix the 2-1 un­ 
derdog, the former title contender 
asserted his innocence. 
“ his is all a mistake,” he said. 
“ I went to see Bob b y b ecause I al­ 
ways see him when we’re in towm. 
We’re friends. They had to get 
someb ody and I was the chosen 
party.” 
He did not say who “they” 
were. 
Just ab out everyone involved in 
the case was annoyed at someone 
with 
the 
possib le exception of 
Jones, a fair fighter, b ut regarded 
as no m atch for the rugged Giar- 
dello. 
Dist. Atty. Frank Hogan was 
irked b ecause the story was b roken 
b efore he was ready to move in. 
He said he had intended to try to 
round up the “ whole mob ’ just 
b efore the fight. 
But the first edition of yester­ 
day’s New York Journal-American 
appeared on the streets with an 
eight column headline on page one 
announcing: 
“$5,000 b rib e offered fighter to 
throw Garden main b out. 
The story, signed b y Bill Corum, 
did not menton Henry, b ut when it 
reached the newsstands, Hogan 
and his men moved into action. 
For his part, Giardeilo said he 
“ ought to b e insulted.” 
Before Henry m ade the $15,000 
offer, Jones had received two other 
offers, each for $5,000 from strang­ 
ers—one last Saturday and the 
other last Tuesday. 
Jones’ eastern 
representative, 
Bob b y Melnick, then took the fight­ 
er to Harry Mark on of the Inter­ 
national Boxing Club , who in turn, 
sent the pair to State Athletic 
Commissioner Bob Christenb erry. 
Christetib erry called Hogan and 
the DA’s detectives moved in. 
Jones, 
a 28-year-old Oakland, 
Calif., fighter with five children, 
was told to continue training as 
usual pending developments, 
Thursday morning they came, he 
received four calls at Gleason’s 
Gymna: ium 
from 
Philadelphia. 
One was from Henry. 
Here is how it went: 
Henry: “ Bob b y, I’ve got to see 
you as soon as possib le ab out a 
very important b usiness m atter.” 
Jones: “ I’ll b e in my hotel room 
a t noon.” 
Henry: “ Fine, b ut b e sure you’re 
alone. I’ll b e there.’ 
Detectives covered Jones hotel 
and Henry appeared on schedule. 
Without preliminaries, Henry of­ 
fered Jones $15,000 to throw the 
fight. The latter demurred, as in­ 
structed, 
commenting 
that 
he 
didn’t think Henry could raise that 
much money. 
“ I’ll go get a friend of mine and 
he will convince you my people 
are reliab le,” said Henry and he 
left. 
Trailed b y detectives, he met a 
man ab out a half b lock away from 
the hotel and engaged in “ ani­ 
m ated” conversation. 
Henry was standing 
right 
in 
front of a newsstand prominently 
displaying the Journal-American’s ; 70. 
stcry. It was there Henry w as; 
nab b ed, along with a man who 


get his first 17. 
umpire 
Bill Grieve during 
Mu ial reached 17 in 46 games, argument. He was ejected **** Deming ahead 


S 
a 
u 
e 
r 
h 
a 
s 16 
i n 43, which conforms!Grieve said he would report the 
exactly to Ruth’s pace, and Mays ¡b umping to President Will Har- Lisb on 
has 16 in 44. 
nd« e 
tte American League. 
| Siefk€ 
Musial has said repeatedly he is | 
A few weeks ago Harridge issued 
C artw right 
not aiming for the home run title,!a b ulletin saying 
10-day suspension ^aUn*on 
much less Ruth’s record. 
would b e automatic for any player 
M cDevitt 
“ I’m just a singles hitter,” the .b umping an umpire. A 1 LopezJRutecki 
Louis Cardinal outfielder de- Cleveland manager, defended the 
take a b umping as accidental. Grieve was 
from the 


SALEM TOOL 


vs 
7-1. Loni Waiwaiole collected two 
Donald (2-1 > 
of Eljer’s three hits. 
¡Cleveland 
at 
Philadelphia, 
1:05 
In the second contest, Salem Di-j 
p> 
Garcia (5-4) vs Kellner; 
ner came from five runs b ehind! 
(2-5) 


St. 
clared. 
” 1 thought 
I’d 
crack at the home run title in walking 
away 
from 
the 
plate, 
1949. I was so b ent on trying to hit turned suddenly and was struck 
homers I forgot how to hit singles b y Avila’s shoulder. 
and I was under .200 as late as 
June.” 


M attlx 
B rlnker 
Johnson 


LISBON 
SALEM TOOL 


0 Jeffn« s 
0 Voiio 
0 Ball 
2 Laughlin 
0 Cope 
0 Kline 
1 H erm an 
0 P astier 
0 England 
GotscKling 
0 0 2 0 0 0 0—2 
300 010 


ab R H to nip Mullins 7-6. 
After Mullins Detroit at Boston (2), 1 p. m. and 
had jumped out to a quick 6-1 lead 
- .3 9 p m ^ Zuverink 
(1-0) and 
at the end of an 
inning and a Marlow (3-2) vs Henry (3-2) 
and 
half, Diner collected three runs in 
Kieley (0-2) 
the second, another in the third, 
and then added the tieing and win­ 
ning m arkers in the fourth. 


Althoug h ac- 
Ellis 162. 6, Ruth May 161. 7. Ag­ 
nes Skorupski 15" 
8. Mildred Har* 
1 0. 


0 0 
3 3 


Loss of Avila at this time, with 
A1 Rosen nursing a finger injury, 
This season his homer pace has could mean the Trib e will b e 
done nothing b ut fatten Stan’s b at- nudged from the league lead it has 
ting average. His .380 leads the held since May 16. 
league. 
The remainder of the eastern 
The two homers last night were 
against second-division op* 
the b ig hits as the Cards b eat p^en ts, which may b e one b right 
Philadelphia 5-2. New York took ray b reaking through the cloud, 
over second place with 
a 
1M 
Today_ ^ 
Garcia (5.4) hurls 


waukee was b owing 4-1 to Pitts- ,or the Indians agalnst Philadel- the hallway m ark of the 51st West- j 
Church 
Brwjklyn won 
£ 
sUth 
A>~ KeUner (2-3) and to- ern 0p€ n Gol{ Tournam ent 
_ 
I g J “ 
J 
morrow there s a twin b ill here 


Biagetti Leads 
Western Open 
Golf Tourney 


Hayes Covert was the winning 
3 pitcher. Larry Snider hurled for 
I Mullins. Dale Swartz had three hits 
for the winners and Snider, the 
pitcher, tried hard to win his own 
game, chipping in with three of 
Mullins’ six hits. 
Both games were limited to five 
innings b ecause of rain. 


Frida y 's Results 
New York 8. Cleveland 3 
Chicago 7, Boston 3 
Philadelphia 7, Baltimore 
Detroit 3. Washington 2 
Sunda y ’s Ga mes 


tivities at t h e 
Country C 1 u b 
Caldwell 155. 
b egan M e m - 
1M 
rial Day, t h e 
Fourth of July I 
Th team standings are: 
holiday is b eing 
L Hine Motor. J. Gray Motor, 
planned as the 3, Fitzpatrick Motor 4. BroomaU 
event of the sea- Pontiac. 5. 
tie b etween Browns 
son. with fami- Furniture and 
Endres-Gross, 
7, 
It 
o u t i n g s , 'tie b etween Avalon and Bartholo- 
games, contests, mews. 9. Salem Motor. 10. Bryan 
swimming, b oating, tenuis and oth- Granite. 11. Mullins. 12. Sells Seiv- 


e r s p o r t s scheduled. Don Hammell, ice. 13, Stalismiths. 14, Blis>. 
sports chairman, and his commit* 


/.euers 


FRIDAY’S STARS 
BATTING — Stan Musial. St 


By HAROLD HARISON 
CINCINNATI UP) — A virtual un- 
R. Beall 
E hrhart 
. 
. 
. 
, , . 
, England 
known was out in front today at Adams 


E L JE R 


b urgh. Brooklyn won 
straight, 2-1, over Chicago. 
In the American League Cleve­ 
land lost its second in a row to 
the New York Yankees and Chicago 
climb ed within seven percentage 
points of the first place Indians 
b y 
b eating 
Boston 7-3. 
Detroit 
edged Washington 3-2 and Phila­ 
delphia defeated Baltimore 7-6. 
Two pitchers, one in each league, 
won their eigfith games. Harvey 
Haddix of the Cardinals pitched 
his third straight complete game 
and ran his record to 8-3. Bob 
Keegan of the White Sox survived 
an 11-hit Boston attack for his 
eighth victory in nine decisions. 
A three-run homer b y Yogi Berra 
in the first inning off Early Wynn 
put the Yanks on the victory trail 
against Cleveland. It was Wynn 
who 
couldn’t 
get 
anyb ody 
out 
Wednesday night when the Yanks 
scored seven times In the first inn­ 
ing jn the first game of the Cleve 
land series. However, the Indians 
got Wynn off the hook that night 
winning in 10 innings. 
Roy Sievers turned from star to 
goat in the Washington loss. He 
drove in the two Senator tallies 
with a homer and two singles, then 
misplaved a simple two-out fly b al 
long enough for the winning run 
to score from first b ase in the 
eighth inning. 
Ed McGhee drove in four runs 
as the Athletics temporarily won 
their b attle with Baltimore to stay 
out of last place. The Orioles are 
now in the cellar b y a game and 
a half. 
Carl Erskine, Brooklyn’s win- 
ningest pitcher last season, picked 
up his sixth triumph and the first 
of his career in Wrigley Field 
when 
Roy 
Campanella 
singled 
home Jackie Rob inson in the sixth 
inning. 
A called third strike in the fourth 
inning was the only b lack mark 
on a fine two-day b atting perfor­ 
mance b y A1 Dak of the Giants. 
The New York captain got four for 
four at St. Louis Thursday night 
and four out of five last night. 
Max Surkont tormented his form­ 
er Milwaukee teammates, giving 
them only six hits as they lost 
their fifth straight game. 


with the Athletics, who have won 
only one of five games from Cleve­ 
land. The next stop is for night 
games Tuesday and Wednesday 
against Washington which hasn't 
b eaten the Trib e in five tries. 
A three-run homer b y catcher 
Yogi Berra in the first inning put 
the Yanks in front to stay yester­ 
day. Berra’s eighth homer of the 
season followed a single b y Phil 
rtizzuto and a walk to Mickey 
Mantle. It was b elted off Early 
Wynn who gave up seven of the 
Yanks’ 10 hits and five of their 
runs b efore he was lifted in the 
seventh for Ray Narleeki. 
Whitey Ford, posting his third 
victory against four losses, came 
within one out of finishing the b all 
game. He yielded the rib e only 
three scattered singles in the first 
five innings—b y Avila, Larry Dob y 
and Rudy Regalado. 


Such a thing has happened b e- 
Waiwaiole 
fore, of course, in many major ^ f '“ ner 
. 
. 
, 
. • • 
no nr 
golf tournaments b ut in this one 
the lead of Leo Biagetti of San- 
e l j e r 
dusky, Ohio, was marked b y a 
wave of withdrawals b y top pros! m ul l ins 
who prob ab ly never had heard of Ansman 
Mr. Biagetti. Biagetti had a five- 
.s ta rk 
under-par 70-67—137 for 36 holes. I Kelley 


BLISS 
AB R H 
2 1 
0 P latt 
3 0 0 Baird 
3 0 0 Bryan 
3 0 1 Brown 
1 1 0 Holzworth 
2 1 0 Wukotich 
1 1 0 Phillis 
3 2 2 Pauline 
2 1 0 D. W eb er 
0 0 0 M. W eb er 
Goodchild 
120 40—7 
000 01—1 


1 0 0 
2 
0 
1 
0 0 
0 
0 
1 
0 
3 
3 


tee will plan the day. 
On the club ’s summer agenda 
are dances for the teenagers; ping Louis Cardinals, hit two home runs 
pong tournaments, b oating, horse- tG take over National League home 
Baltimore at New York (2), l:05!shoe pitching, rifle shoots and fish- runs lead 
with 17 as St. Louis b eat 
p. 
m. 
ing. 
New 
b oats 
are 
numb ered Philadelphia, 5-2 
Philadelphia 
(2),. among recently purchased equip­ 
ment and shuffleb oards have b een 
installed for use b y _ 
adults. 
Carl McQuilkin is club president 
and Loren Early, vice president. 
John Holzwarth and Irving Pain- 
chaud head the grounds commit 
-1 
tee; Mr. Early, lake committee; 
Orein Naragon, entertainment; Dr. 
p t rH L. C. Ziegler, b udget; Beeman Lud- 
i wig, audit, and 
Mr. 
Painchaud, 
memb ership. 


Cleveland 
at 
12:05 p. m. 
Chicago at Washington 
(2', 12:30 
p. m. 
Detroit at Boston, 1 p 
Mo nda y ’s Ga mes 
m. 
AB 
R H 
3 
0 0 


2 
o l j Detroit at Boston 
I2>. 12:30 p. m 
2 
0 0 only game scheduled 


youths and Brother Unionists: 
Please Cooperate! 


Defending 
champion 
E. 
J. 


B. Snyder 
H illiard 


MULLINS 
SALEM DINER 


Cleveland 
Polo Team 
Here Sunday 


The Salem Polo Club , fully re­ 
covered from the setb ack it took 
from the crack Harb or Hills club 
last on Memorial Day, will face 
Cleveland in a game here Sunday. 
The game will b e played at the 
local 
club ’s 
spacious 
Ellsworth 
Road field at 3 p.m. 
Cleveland 
holds 
two victories 
over Poland in this season which 
has just b egun. 
The Clevelanders’ roster includes 
such players 
as 
Dick 
Knepper, 
Jimmy Barr. Herb Greene and a 
Texan new to Ohio, John Bryan. 
The latter rates three goals in na­ 
tional records. 
For tomorrow’s game Salem will 
ride Roy Bates, Harry Frick, Wil- Indianapolis 
lie Smith and Jim Pidgeon. 
.Louisville 
In all this season the Salem Polo Minneapolis 
Club will play nine games here j Columb us 
and eight on the road. 


L. Snyder 
Linger 
(Dutch) 
Harruon 
of 
Ardmore, i Bradley 
Okla., was one who gave up. He £ allsandvdei 
said he hadn’t b een feeling well 
and was too tired to finish. 
Then he was joined on the side­ 
lines b y pros Julius Boros of Mid- 
Pines, N. 
C.; 
Tommy Bolt of 
Houston, Tex., and Dale Morey of 
Martinsville, Ind., runner-up for 
last year’s national am ateur cham­ 
pionship. 
They didn’t offer any reason b ut 
the cold weather following Thurs­ 
day’s rain sent scores soaring, ex­ 
cept Biagetti. of course, and that 
may have had a part in their deci­ 
sion. 
It was cold and windy on the 
Kenwood Country Club course yes­ 
terday. It took a 36-hole score of 
153 or b etter to get into the final 
two days of play. 
Dave 
Douglas 
of 
Grossinger, 
N. Y., the firrt day leader, sagged 
b adly and took a 74 to go with his 
68 for a 142 half-way count. 
Two strokes b ehind Biagetti was 


SALEM DINER 
AB R H 
AB R H 
2 1 0 Stallsm ith 
3 0 n 
3 
2 
1 Covert 
3 2 
1 
3 
2 
2 Swartz 
3 2 
3 
3 
0 3 H endricks 
3 0 
0 
3 
0 
0 Stew art 
2 1 2 
3 
0 
0 Malloy 
2 0 
0 
1 1 0 W hittm an 
2 1 2 
2 0 0 Hoppes 
1 1 0 
2 
0 0 Z im m 'm an 
0 0 
0 
Pozynot 
0 0 
0 
B arett 
0 0 
0 
240 00—6 6 
3 
131 2x—7 8 
• 


0! 
i Brooklyn 
o New York 
4 Milwaukee 
i Philadelphia 
St. Louis 
Cincinnati 
Chicago 
Pittsb urgh 


19 
19 
2 0 
2 2 
23 
23 
33 


.591 
.568 
.548 
.535 
.522 
.477 
.465 


1 
2 
24 
3 
5 
5 4 
.313 13 


Lausse Scores TKO 
Over Joe Rindone 
NEW YORK UP—Eduardo Laus­ 
se, the rcowling Argentine knock­ 
out artist, has joined the long line 
yelling “ I want Olson.” 
Charlie Johnson, Lausse’s m an­ 
ager, said promoter Jim Norris 
had talked to him ab out the pos­ 
sib ility of Lausse b oxing 
Bob o 
Olson in the fall—if the middle­ 
weight champ succe sfullv defends 
against 
Rocky 
Castellani 
August. 
Lausse, a 26-year-old left hooker, 
stopped the veteran Joe Rindone 
last night at Marison Square G ar­ 
den on a technical knockout in 


NATIONAL 
W 
L 
26 18, 
25 
23 
23 
24 
2 1 
20 


15 
Sa turda y ’s Schedule 
Philadelphia at St. Louis, 8 p. m, 
Dickson (5-5) vs Raschi (5-0) 
Brooklyn at Chicago (2), 1:30 p. m. 
Podres (5-D and Newcomb e (3-3) 
vs Klippstein (2-4) and Hacker 
(2-3) 
. 
New York at Cincinnati, 2 p. tn., 
Antonelli (6-2) vs Perkowski (1-3) 
Pittsb urgh at Milwaukee, 2:30 p.m. 
O’Donnell « 2-4) vs Spahn (5-4 
Frida y ’s Results 
Brooklyn 2, Chicago 1 
New York 10, Cincinnati 6 
St. Louis 5, Philadelphia 2 
Pittsb urgh 4, Milwaukee 1 
Sunda y ’s Ga mes 
New York at Cincinnati, 1:30 p. m 
Pittsb urgh at Milwaukee (2), 2:3« 


in 


1:28 of the second round. The b ald- 
Jackie Burke of Kiamesha Lake,ijSh Rindone simply was unab le to 
N. Y., who knocked another stroke stand up under Lausse’s punching. 
off par for a 70 and a 139 total. 
Running b ehind Burke in a field of 
60 were Lloyd Mangrum of Niles, 
111., a former National Open cham­ 
pion, and Bob Rosb urg, a San 
Francisco pro now playing out of 
Chicago. Both shot 140s. Mangrum 
was the National Open champion 
in 1947. Rosb urg is another of the 
unknowns in the field. 


AMERICAN 
Batting—Avila, Cleveland. .384. 
Runs—Minoso, Chicago. 44. 
Runs b atted in—Rosen, Cleve­ 
land, 49. 
Hits—Avila, Cleveland, 
68. 
Doub les—Vernon, Washington, 13. 
Triples—Minoso, Chicago, 7. 
Home runs—Rosen, Cleveland, 
13. 
Stolen b ases—Rivera, Chicago, 7. 
Pitching—Brance, D etroit Mor­ 
gan, New York and Stone, Wash­ 
ington, 
3-0, 1.000. 
Strikeouts—Turley, 
Baltimore, 


www« » 
_ 
PITCHING 
— Max 
Surkont, 
gave his name as Joseph Hacken, Pittsb urgh Pirates, scattered six 
34, of New York. Hacken was held hits in b eating his former Milwau- 
$25,000 
b ail 
as 
a m aterial kee mates for second straight time, 


City Softball Schedule 


Jane 10 
6:30 Bliss • Parker* 
7:45 Mullins - Old Tim er# 
9:00 Goshen G range 
June 14 
6:30 Salem Tool • P au l A Joe 
7:45 Leetonia • Lisb on 
9:00 Dem ings - E lectric Furnace 
June 15 
6:30 Bliss-Old Tim er# 
7:45 Elect. Furnace • Goshen G range 
9:00 Leetonia . P aul A Joe 
June 17 
6:30 
Demings • Parker# 
7:45 Lisb on-Butler G range 
9:00 Salem Tool • Mullln# 
June 18 
6:30 Goshen G range * P ark ers 
7:45 Lisb on - E lectric F urnace 
9:00 B utler G range • P aul A Joe 


American Association 
W L Pet GB 
30 16 
26 
23 
23 
23 
2 1 
2 0 
1 0 


2 1 
2 1 
23 
23 
24 
27 
2 0 


.652 — 
.553 44 
.523 
6 
.500 7 
.500 7 
.467 8 4 
.426 104 
.388 124 


St. Paul 
Kansas City 
Toledo 
Charleston 
Sa turda y ’s Schedule 
Kansas City at Charleston 
Butler Gra ng e Indianapolis at Columb us 
St. Paul at Toledo 
Only games scheduled 
Frida y ’s Results 
S t Paul 6, Toledo 3 
Kansas City 11, Charleston 5 
Louisville 5, Minneapolis 2 
Indianapolis at Columb us, rain 
Sunda y ’s Ga mes 
Kansas City at Charleston 
Indianapolis at Columb us 
Minneapolis at Louisville 
St. Paul at Toledo 


p. m. 
B rook lyn 
at Chicago, 1:30 p. m. 
P hila d e lp hia at St. Louis, 2 p. m. 
Mo nda y ’s Ga mes 
New York at Milwaukee, 9 p. m. 
B rook lyn at St. Louis, 8 p. m. 
Only games scheduled 


NATIONAL 
Batting—Musial, St. Louis, .380. 
Runs—Musial, St. Louis, 48. 
Runs 
b atted in—Musial, 
St 
Louis, 59. 
Hits—Jab lonski, St. Louis, 73. 
Doub les—Snider, Brooklyn and 
Jab lonski and Musial, St. Louis, 


13- 
After missing one night of rac- 
Triples—Mays, New \ork ana 
ing at the Canfield Speedway this Schoendienst, St. Louis, 5. 
week, the stock car drivers a re ; 
Home runs—Musial, St. Louis, 
anxiously awaiting the green flag 
17. 
at tonight’s eight-race program, 
j 
Stolen b ases—Bruton, Milwau- 
The 
Sportsmen 
Division 
Hard Top Class will clash in these 


Butler Grange, Bliss 
To Play On Sunday 
The Butler Grange softb all team, 
victorious in eight starts this sea­ 
son, will play the Bliss Co. nine 
in an exhib ition game at Lake Pla­ 
centia field Sunday afternoon. 
The Grangers, already holding a 
3-2 win over Bliss, hope to dupli­ 
cate that trick Sunday. Butler re­ 
cently b eat Gray Sporting Goods 
of Alliance. 


Hunting ClubTo Hold 
Rifle Shoot Sunday 
The Salem Hunting Club will hold 
a .22 rifle match Sunday at 2 p.m. 
at the club range. 
Prizes will b e awarded in 
15 
rounds of shooting. O. F. Birkhi- 
mer and Dave Kirb y will b e in 
charge of the shoot which is open 
to the pub lic. 


1 1 
6 1* TtAMSWtS* 


SAFETY TRUCK CHECH 


From midnight June 6 until midnight 
June 11 Team<ters will b e b olding the 
6th Teamster Truck Check o{ over-the- 
road and general truck drivers. . All 
Teamster local unions and joint council* 
are participating. Rememb er the date! 
Teamsters will appreciate cooperation 
of all AFL unions. 


Lausse weighed 156, Rindone 161. 


Eight-Race Program 
At Canfield Is Set 


Pitching—Raschi, St. Louis, 5-0, 


races, and fans will see the largest 
field of cars ever to assemb le at 
the Canfield track. The entry list 
will prob ab ly b e ab out 75. 


1.000 
S trik e ou ts- -Haddix, St. Louis, 65. 


INTERNATIONAL BROTHERHOOD OF 
TEAM STERS, CHAUFFEURS 
W AREHOUSEMEN ANO 
HELPERS OF AM ERICA 


GRILLE 


TO 


TAILLIGHT... 


TRY SALEM NEWS WANT ADS 


EVERYTHING FOR YOUR 
Building Needs 


CHECK WITH US FOR A COMPLETE LINE 
OF BUILDING SUPPLIES 


in 
witness. 
4-1. 


Your Building Dollar 
Is Bigger Here! 


Full Line of Building Materials 


GENERAL CONTRACTING 


Damascus Lumber Co. 


M. L. HANS, CONTRACTOR 


Phon. 25-U 
Domai««», Ohi. 


PEP-UP YOUR 
CAR WITH AN 
“A-l” TUNE-UP 
S3 


e Brick 
e Silica Concrete 
Blocks 
e Lime 
e Portland and 
Mortar Cement 


o Rock Lath 


o Metal Lath 


o Corner Board 
o Ready-Mixed 
Plaster 


1 
CALDER OVERHEAD DOORS 
« 


Sashes — Sewer and 
Field Tile — Steel 
| 
Windows — Rooting 
Insulation 


Ready-Mix Concrete 
REINFORCING RODS AND ROAD MESH 


THE MOST BEAUTIFUL PONTIACS EVER! 


Ca r U ffto f. ltstfenly when tt sho uld be firing 
pea k perfo rma nce? To n’ll FEEL the differ­ 
ence a fter o ne o f o nr sv per tune-up# 
• . . a nd 
y en’ll sa v e o n fa s, to o ! Driv e In! 


Broadway Motor Sales 


76 4 SOUTH BROADWAY 
FHONE 5 1 6 7 


CONSULT US FOR FREE ESTIMATES 
SALEM CONCRETE 
AND SUPPLY 
Wilto n St. a t Penn. R. R. 
Phone 3428 


NEW 
1954 
STAR 
CHIEF 


Jua t co me in a nd see—tha t’s a ll we a sk. Fea *t 
y o ur ey e* o n the lo ng , lo w, lo v ely lines o f the 
new Po ntia c Sta r Chief. It’s the b ig g est 
Po ntia c 
•v *r built—a nd the mo st bea utiful a nd iux uri* 
o u#, to o ! We think y o u’ll a g ree its interio rs a re 
unma tched fo r ma g nificence by 
a ny ca r, a t a ny 
S 
rice! Yes, this Po ntia c Sta r Chief is America ’* 
ra t lo w-co st lux ury ca r. See it, driv e it 
. 
. 
. 
a nd 
y o u’ll wa nt to o wn a 
Po ntia c Sta r Chiefl 
Po ntia c 
Bro o ma ll Po ntia c Co . 


Pho ne 46 76 
390 East Pershing St. 


w m 


■ O O U A R 
DOLIAR YOU CAN’T BEAT A 
PONTIAC 
V*-- 
.vAéi 
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WHEN 
It Comes To 
CLASSIFIED 
(W ant Ad) 
ADVERTISING 
This Statement 


V 
V 
V 


Speaks For Itself . . . 


NEWSPAPER 


CLASS IPIED 


ADVERTISING 


• 
• 
• 
• 
• 


• 
• 
• 
• 
Charge It!! 


» 
You Can Place A 
3 Line Ad 


For Only s1.17 


Hundreds Of Others Do 


W hy Don't You 
.Use The 
Want Ad 
Columns? 
Don't Forget— 


You Have A 


Charge Account 
HERE!! 


Simply Place Your Ad 


And Say 


And On Our Charge Account Basis! 


NOTICE: 


ALL ADS RECEIVED 
Monday Morning 
By 9:15 A. M. 


W ILL BE PUBLISHED 
In Same Day's Paper 


Lie Detector Can Spot Insane 


Person Quicker Than Doctor 


LONDON, Ohio 
— What hap-fmight ask if your name is John 
pens when you take a lie detector Doe 
and if you rode to the bu- 
I test? 
reau in a car. 
, 
If you’re brought to the lie de- 
Then he slips in a question hav- 
tector room at the State Bureau of ing to do with the case under in- 
Criminal Identification and Inves- vesiigation. Do you know anything 
tigation located at the London Pris-!about the such-and-such robbery? 
on Farm you’ll run into some ex- 
a few more “ neutral” questions 
| tremelv courteous gentlemen. 
fo.low. The last question may be: 
You’ll meet Alvis Kimball, Pete Have you given truthful answers 
I'Galloway or Joe Bartina, who reg- to all of the questions before? 
ularly run the lie detector there, or Sometimes, just to make sure, 
perhaps the bureau’s chief investi- you’ll be asked the same questions 
gator,, Fred Degler. 
several times. 
I 
They’ll ask if you’ve had a good 
The lie detector test is not like 
|imeal in the last few hours and if the thiixi degree. The operators 
not insist that whoever brings you won’t try to bat a confession out 
| there takes you to a restaurant, of you. They just want to know 
They’ll inquire about whether you whether 
you are answering the 
| had a good night’s sleep, whether questions truthfully. 
the ride there was tiring. And they j 
In some cases, they’ll read the 
IIw ill ask whether you have been questions to you before the test 
I) questioned shortly before the test. | begins. That’s so you know exactly 
TTiey try to eliminate any hos- what will be asked and can’t claim 
|! tility you might have toward the they’re shooting questions at you. 
DEM ANDS IK E R U L E — Sen 
polygraph, commonly known as 
i f you.re guilty, and the test so John L* McClellan >R . Ark.) is 
the he detector, because they 
want indicates. you may do as others oietured durinE 
, heated 
ex. 
the results to be accurate. 
Y o u Ihave done, make a confession on- ’ h 
e with gen. Joseph McCar- 
have to take the test voluntary tte spot. 
; ^ 
QV£r ^ 
re]ease of conilden. 
and you 1! sign a statement sa>i g 
The de detector has protected 
tial documents. Senator McClel- 


21 y° U u° ‘ mi 
i • 
u 
the innocent as well as exposed the 
lan called for an Administration 
■ 
Then 
they'll explain how the 
on whethpr members ot 
strange - looking machine works.,8 
• 
I You’ll lie down on a couch while 
L - A Hollingsworth, chief of the 
an operator fastens to your 
body .bureau, tells of the case of a gir 
connections with the machine 
that w^° accused a cab driver of try- 
wili record 
minute 
changes 
ta I ing to m o t h e r while driving her ____________________________________ 
some bodily functions—blood pres-te school. The driver, a form er, 
. 
w , 
«;ure breathing and the bodv elec- convict’ was picked up. The lie de- chine by holding jour breath. Hoi- 
Itrical current. These changes will tector indicated he was innocent.; lings worth says it can’t be done, 
be recorded on a moving tape Hater on the girl admitted she had 
Sometimes the lie detector can’t 
' which trained operators read to de-! made UP 
accusation when the be used. It will spot an insane per- 
driver refused to give her free son quicker than one can be spot- 
nnpctinni; tnithfullv 
¡rides in his cab. And Hollinsgworth ted by a psychiatrist, and some 
The first few questions will b e!5^ 
that’s not the only time an in- .drugs w ill so alter body functions 
; .'n m ra r queruonsto ihe opera!|"oeent man has been saved. 
the subject won't have normal re- 


tor can tell how you react. He 
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Local Want Ad Rates 


it 
EMPLOYMENT 


FEMALE HEl.P 
REAL ESTATE FOR SAIE 


24 
CITY PR O PER TY 


WANTED! 


i.st 
1 95 
1 34 


Far Consecuti-r« insertion*. 
Effective Nov. 10. 1952. 
One Three Six 
3 
tines 
.4 0 
81 
1 .1 1 
,4 
lines 
.to 1.08 
* 5 
lines 
64 1.3? 
6 
line? 
.76 
1 62 
. Each extra line 
.12 
.27 
Contract Rates on Request 
H O I KS FO R P L A C IN G ADS 
D E A D LIN E —-5:30 p. m the day before 
j publication. On Mondays and on morn* J 
mgs following 
full holidays adveruse-1____________ _ 
luigs following 
full noiidays advertts* W A N TED 
— 
dav of puoiication. 
W A IT R ESS 
Renewals 
of 
ada that 
appea: 
the. 
^rEOM 
R ESTA U R A N T, 
previous diy» 
c in cc liitio si And 
©or* 
1 
fvvSk " 
rectiona may be made until 9:00 a. m. \ 
* 
' ' * - 
on Lie day of publication. 
PEN N G RILL* 
The New* is not liable for errors after 
...... — - - ------ 
—* 
the 
first 
insertion 
and 
reserve« the W A N TED 
— Middleaged lady to 
do 
right to properly classify, index 
and I 
house work 
in countr>* home 
All 
edit ail ada. 


GOOD INVESTMENT 


l a r g e b r : c k h o u s e 
W;th four apartments {with pn\ 
bath and entrance', autom atic 
heat. Has been licensed for -urs 
home* and w ill pass 
a” 
s* ,:e 
local inspections. Has two ¿ar,. 
with lovely four room and bath .r 
m en ! Also automatic gas heat 
foot 
frontage, 
beautiful 
lawn 
shade, 
two 
and 
one-half 
acres 
land with number of fruit tree? Must 
be seen to be appreciated 
P R IC E D 
R IG H T 
TO R 
Q U IC K 
S A L E . 
D IA L 
8333 


K IT C H E N 
H E L P 
A N D y o R S A L E — Three n v m partly m d- 
A P P L Y IN PER SO N 
orn hou«' 
Reasonable 
C i 1 anytime 


EXPERIENCED 
SALES .GIRLS 


Ages: 22 to 35 — Sten d v Portion. 
A p p ly In Person. 
Sears Roebuck & Co. 
South Broadway * 


**»d 


c4 


at 166 N. Madison. 


INSTRUCTIONS 


TO 
P L A C E Y O U R 
W A N T 
AD 
Phone 4601, or m ail it to the N ew t, 1 3 
Want Ad Dept., 166 N. Lincoln Avc.. 
-r --r - 
.......-— - 
- 
■■-===^r====r 
Salem , O.; oc visit the Want Ad Deak. 
C A I C \ A r ' 
Situations Wanted and Wanted To Rent. 
j A 
L 
l /v i L U 
L L l u 
l 
advertisement* must be 
accompanied; 
Special tuition rate for summer 
term 
by cash. All other Want Ads can be 
till June 15. 
accepted by m ail or over the telephone j 
D:a! 3031 
__ 
and a statement of the charge w ill be 


F O R S A L E — 5 ROOM H O U SE with 
bath, 
hardwood floors 
g.is f i r " 
e 
and doable garage. E A S T S IX T H ST. 
LO C A TIO N . D ial 7982 after 6 p m. 


conveniences. W rite Box W-l, Salem 6 ROOM bo use with Jia th a nd ^fara *te 
News. 
on 
N. Ellsw orth. 
Close to Bue 
School. 
1 * 4 acres of lond 
F,>r 
pointment D ial 8363 
» “ 
SU BU RBA N P R O r U R l Y 


S U B U R B A N A C R E A G E 


mailed to you. 


ANNOUNCEMENTS 


SPECIAL NOTICES 


15 
SITUATION WANTED 


W A N T E D 
H O U S E W O R K B Y D A Y 
D IA L 6531 


Congress are entitled to secur­ 
ity information obtained through 
“ theft” if congressional CommiV 
tees cannot get it by subpena. 


SIC K AND T IR E D O F H IG H P A IN T 
P R IC E S ? 
Then see 
R. 
C. 
B E C K . 
Save dollars! Damascus Road. Free 
parking.__________________ _______________ 


R E W E A V 1 N G 
AN D 
M E N D IN G 
moth 
holes, 
burns, 
tears, 
etc. 
485 
East 
Sixth. Dial 6317. 


B A B Y 
S IT T IN G 
by 
elderiv 
lady 
D ial 64.43 


Approxim ately 7 acres on V 
14. ; ¿ 
m iles from cit> lim its. 2m) ft 
front- 
age 
J 
V. Fisher. Realtors, 103*> L 
State St. 


RENTALS 


18 
ROOMS-APAR^MENT8 


Don’t try to outsmart the ma- actions. 


IN COLUMBIANA- 


Shop For Your Top Quality, Top Styles 
IN FURNITURE AT SMITH'S! 


HOME OF 
Ben Franklin Furniture 


Smith's Furniture, Inc. 
COLUMBIANA, OHIO 


Open Tuesday and Friday Nights 


LUGGAGE SALE! 
12 pieces—25 ë off 
GORDON LEATHER 
INFORMATION 


Unfurnished 


SUBURBAN 
RA N C H 
T Y P E 
H O M E 
located 
on 
East View D rive This home has two 
bed rooms, 
large 
living room with 
fire place, bath, kitchen until dimng 
area, laundry room, automatic heat, 
integral garage and large lot nicely 
landscaped. Owner w ill gtvft posses* 
sion in 30 days 
Sh wn by app 
it* 
meat only. J. V. F IS H E R A G E N C Y , 
R E A L T O R S . 1039 E . State St.. Ph 
t 
3875. 


U W f ^ F TOWN P R O P E R T Y * 


M O D ER N . 
T H R E E 
ROOM 
U N F U R ­ 
N IS H E D apartm ent with bath. Adults 
only. Inquire Smith Garage or dial 
5356 


T H R E E large room apartment, bath. 
ON 
M U T U A L 
FLTNDS 
O R 
A N Y ; 
porch, 
garage, 
adults, 
reference*. 
O T H E R IN V E S T M E N T M A T T E R 
Inq 
E a s t State S t 
G L A D L Y 
F U R N IS H E D B Y 
| ---- ---------------- ------------------- 
F O U R room 
apartm ent with 
bath. 
Range and some floor coverings fur. 
rushed. 
All utilities, except electric 
furnished. Garage. En tirely private. 
Inquire 591 N. Lincoln after 5 p. m. 


C A S H M O N E Y 


PublisherTo Receive 


Honorary Degree 
D ELA W A R E, Ohio (fi — Russell 
Lowell Heminger, president of the 
Findlay Publishing Co., and owner 
of the Findlay Republican-Courier 
and Radio Station W FIN , will re­ 
ceive the degree of doctor of hu­ 
mane letters at Ohio Wesleyan Un­ 
iversity June 7. 
The honorary degree w ill be con­ 
ferred during the university’s 110th 
commencement exerciss. 
Others to be honored include 
Randolph Eide, retired chairman 
of the board of Ohio Bell Tele­ 
phone Co., Cleveland, 
dotor 
of 
laws; Mrs. Kathryn Sisson Phil­ 
lips of Piándome, N. Y., educa 
tor, doctor of laws, and Jason 
Richard Swallen, head curator, de­ 
partment of botany, Smithsonian 
Institute, Washington, a native of 
Alliance. 


SIMPLE TO GET 


Get the rea dy ca sh here no w! Our 
friendly lo a n serv ice will so lv e y o ur 
Bill-i-Ui-bluea . 


If y o u ha v e furniture o r a n a uto , 
co me In o r pho ne, o ur lo a n ma n 
will g et the mo ney fo r y o u . 


PAY ALL YOUB 
DEBTS WITH A 
LOAN, TO 
REDUCE YOUR 
MONTHLY 
PAYMENTS. 


$25 To $1,000 
The ALLIANCE FINANCE Co. 


Phene 3-1 -S4 
4 5 0 Ea st Sta te Street 
Ra lph Ma nea n» , Mg r. 


Guilford Grange Plans 
Anniversary Program 


Guilford Grange w ill observe its 
80th anniversary Saturday, June 12, 
at 9 p.m. at the grange hall. State 
Master Bryan Frederick w ill be 
speaker, and Charles Gause will 
announce the evening’s program. 
Mrs. Herman Gray of Salem will 
read the history of the grange. 
Silver and gold certificates for 25 
and 50-vear memberships w ill be 
I presented by the master, William 
; Herron. 
|| 
Vocal and instrumental 
music 
will be featured on the program 
¡that is open to the public. 


JOHN D. MULFORD 
R E G IS T E R E D 
R E P R E S E N T A T IV E 
P A IN E . W E B B E R . JA C K SO N A C U R ­ 
TIS. 
U N IO N 
C O M M E R C E 
B U ILD - j 
IN G . C L E V E L A N D . OHIO. 
E V E N IN G 
P H O N E : 
S A L E M 5634 


SALEM DAY NURSERY 


Rates by week, day or 
ROOM 
A P A R T M E N T 
AND 
B A TH 
play program w ider college graduate. 
n f w t v 
n r m R A T K n 
References furnished. Minim um age 
n u t 
v i a 
2 years. 1858 E . S T A T E . D IA L 5829.« 
U 1AL *5WS* 


T H R E E unfurnished room* and bath. 
First floor, private entrance, stove, 
refrigerator, and garage. Laundry fa­ 
cilities in basement, $65 per month. 
D ial 7149 between 9 a.m 
and 5 p.m 


LAKE PLACENTIA 
Locatnti 0« lake front a 'e a r ’round 
modern 
home 
with 
kitchen, 
utility 
room. bath, living, two nive bedrooms 
and enclosed lake front norch with 
cement floor, new 
gas furnace 
new 
brick and stone fireplace, boat la d 
ing. water privileges, boat, this cot­ 
tage in very nice condition and sell­ 
ing with or without furniture. 
session less than 30 d«vs 
A home 
that you can move right in. Call us 
to see this home. The price is right, 
H A R T E N S T E T X A G E N C Y 
341 E. M ain St.. Alliance. Phone 324* 


CASA LOMA 
DRIVING RANGE 
On 
Route 
14. 
Open 
for 
business 


¡U N F U R N IS H E D three room apartment, 
private 
bath 
and 
entrance. 
Adults 
only. 
Inq. 
305 
W. 
Wilson St. 


Furnished 


Sunday, Ju n e 13th. 12 noon till mid* ~ _ f . TJ„ _ . 
_ 
. 
. . 
. 
night 
A ll week 5 30 til midnight. 
[TW O L A R G E 1st floor furnished roon s. 
•— 
------- 
____ _ _ _ _ _ p rivate 
entrance. 
Adults 
preferred 
U. PUCCI 
TAILORING I 
inquire 252 W. Pershing. 
9 a.m 
S L E E P IN G RO O M 
D IA L 6708 O R 
IN Q 
174 W . F O U R T H 


2 p.m. (Sat. 9 a.m. — j 
5 p 
m .) 218 E . 5th. S alem. Ph. 4459 j 
FISHING TACKLE 
r n D 
n n M 
I F A T H F R 
IT H R E E RO O M front furnished apart- 
W 
K U U 1 N 
r iC r v ___ 
ment centrally located. Utilities fur 
LOESCH SHOE SERVICE 
.. 
Across fpam National D ry Cleaning. | M O D E R N , w ell ventUated 3 fu rn is h » 
176 N O R TH 
E L L S W O R T H . 
rooms 
and 
bath with 
plenty of ex 
tras. E n tire ly private and in good lo­ 
cation. D ial 3816. 
HOME - MADE 
C A N D I E S 
j L A R G E 
C L E A N 
B E D R O O M 
S U IT E S 
A ,m D o i v n m ttw fra r- rm iY 
Centrally located for town and shop« 
SC O TTS^C A N D Y 
A N D N U T ^ B O p ! 
In < Ju ir8 5 6 5 Columbia St. 
METZGER HOTEL 
Rooms by the week or month 
BEST IN GRADE A 
DAIRY PRODUCTS 
¡N IC E S L E E P IN G room with private 
Homogenized soft-curd m ilk, butter-1 
entrance. Gentlem an preferred. Inq 
m ilk, 
butter, 
cottage 
cheese, 


^re.a.Ttl „ . . — . i r N v , 
nr-» /-n i t * ¡B U R N IS H E D , 3 room apartm ent with 
PURITY DAIRY, BELOIT 
bath and private entrance. In nice 
P H O N E 
S E B R IN G 
E N T E R P R IS E 
residential district. W ill reduce price 
g7 g$—S A L E M , O H IO 
[ 
for 
single occupant. 
D ial 
9061. 
WOMEN~we give you IN D IV ID U A L L A R G E comfortable sleeping room with 
SELEC TIO N based on an evaluation 
..... * 
41" 
**“ 
~ ’ 
of YOUR needs and preference. 
Luzier Consultant. 
Dial 7290 


priv a te fa mily . Centra lly lo ca ted. Dia l 
5508 


W E 


F U R N IS H E D three rooms 
and bath 
private entrance. 
D ial 8201 or 
in 
___ 
quire rear 1309 North 
E ll «worth. 
H A V E 
IT ! 
The 
new 
ant 
and | N E W L Y 
decorated 
2-room 
furnished 
roach control. Roach Film z, contain 
ing 
chlordane. 
Film 
lasts 
months. 
Floding & 
Reynard 
Drug. 


N E W E R A potato chips, peanuts, pop 
corn, pretzels, horse ugdish. 
A L W A Y S F R E S H 
E D H E R R O N Food Distributors 
D ial 3394. 
1401 
South Lincoln 


apartm ent. En tirely private. Reason­ 
able rent to clean couple. No pets 
D ial 5213 after 4 p.m. 


IN M EM O RIAM 


MILLER'S ROOMS 
Strictly private, comfortable, clean, 
well-ventilated rooms. These rooms 
speak for themselves. See them at 
672 N. Lincoln. D ial 3816. 
20 
COTTAGES FOE EENT 


To Run 
6 Times 


SUBURBAN HOME 


This modernized country home is Just outside the city limit» 
on Route 62, north of the postoffice in the Salem School District. 
On the east side of the road, with a lot 90x250 ft. 


The house consists of eight rooms, two bathrooms, 
basement, and a new Lenox oil furnace. The house is 
wired for a clothes drier and electric range. The mod­ 
ern kitchen is equipped with a new Hotpoint electric 
double sink, with dishwasher. 
The master bedroom 
has a private lavatory. 


The owner can give immediate possession, so call 
for an appointment. 
You will be pleased with this 
comfortable modernized country home, for $14,900. 


MARY S. BRIAN, REALTOR 
1 35 & Linco ln Av enne 
Telepho ne 4 232 
Free Ba rking In Rea r o f Oflio e Fo r 
Custo mers 


Salem Township 
Miss Martha Jean Witmer and 
Tom Mercer of Greenford were 
Saturday guests at Joseph Burkhol­ 
ders. 
Mr. and Mrs. Stanley Brown and 
Mrs. Mackin of Struthers spent 
Sunday in the Duane Rice home. 
C. G. Hart of Leetonia, F. G 
Hart of Ravenna, T. S. Hart of 
Salineville and Guy Frantz of Lis 
bon composed the quartette which 
sang at the Memorial service, High- 
landtown, 
Sunday. 
Miss 
Nancy 
¡Clark was pianist and Clarence 
, Wetzel gave the address. 
I 
M ary Groff and Mrs. Newhouse 
! of Lisbon called at Paul Sitler’s, 
Sunday. 
The Glenn Farrington family was 
in Carrollton Sunday. 


F O R 
R E N T , 
three 
room 
furnished 
cabin at Guilford Lake. B y the week 
Call Lisbon 5093 after 5 p.m. 


22 
WANTED TO RENT 


IN L O V IN G mem ory of Charles Del 
Vichio, who died Ju n e 9. 1947. 
I seem to see in the soft, ditn light 
A face I loved the best. 
And think of him when the sun’s 
last 
ray 
Goes ddpm in the far off west. 
I miss you no less as the tim e 
passes on 
Than I did on the day of your going 
For absence can never close the 
door of m y heart 
And the lam p of m y love is still 


Yo ur heart was the truest in all the IREAL ESTATE FOR SALE 
wide world. 
... . . _____ ____________ 
Your love the best to recall: 
{24 
CITY PROPERTY 
For no one on earth could take your 


I C O U P L E 
with 
three 
sm ali 
children 
wish to rent 2 or 3 bedroom home 
preferrably in Salem . D ial 6515. 
B U S IN E S S M A N and fam ily 
want 
to 8 room house to rent or lease 
D ial 8247 before 5 p.m. 


place. 
You are still the dearest of all. 
W ife, and Children 


R EA LTY TR A N SFER S 


The 
Salem News 
Call 4601 


WANT ADS ARE STAR SALESMEN! 


G R E G O R Y and N IC K M U S T R IC have 
purchased the 
North 
Side 
Grocery 
Store includin the Real Estate. Salej 
made by the J . V. Fisher Agency, j 
Realtors. 


TO SETTLE 


AN ESTATE 


An Old- 
Fashioned 


Dollar's Worth 


That’s what you w ill find 
when 
you 
see 
this 
com­ 
pletely 
modern 
2 
fam ily 
fram e home. Located in a 
sm all 
community 
about 
5 
m iles southwest of Salem . 
A large lot with plenty of 
garden 
space, 
peace 
and 
<^uet. Ideal for investment 
property or a large fam ily. 
So don’t w ait a minute long­ 
er. m *ke this fine property 
your new home. 


n Chet” Kridler 


E . State St. 
D ial 4115 


HOME FOR SALE 
IN LEETONIA 
Owner leaving state. Six rooms 
and bath, completely furnished, 
including automatic hot water 
tank, refrigerator with freezer, 
Tappan stove. Comer of 68 Oak 
Street. 
$7,000 


PHONE LEETO N IA 6193 


B Y O W N E R in WashlngtonvlUeT Seven 
rooms and bath. Double garage 
$6 ,* 
000. Phone Leetonia 4781. 
COLUMBIANA 


A ttractive colonial brick home. One 
of the best Seven rooms and tw > 
baths. 
Attached 
garage, gas. 
auto­ 
m atic 
furnace, 
fire 
place, 
cem eni 
drive etc. lawn, shrubs, two lots 159 
ft. P rice $17,500. Phone Columbiana 
2203.___________________________________ 
T H R E E 
bedroom 
fram e 
house, 
alt 
modem conveniences. 
V* mile frvra 
Columbiana. Call Columbiana 4009. 


29A 
N EW HOM ES FO R SA LE 


EA SY TO B U Y 


Q uality home at budget price; 
the Gunnison Champion. E v e ry ­ 
thing 
modern; steel casement 
windows, autom atic forced air 
furnace, 
ample 
closet 
space, 
Am erican kitchen with double 
compartment sink. Eligible for 
for F H A and V A financing. 


Q U A KER HOMES, INC. 
123 S. Broadw ay. 
C. D.Gow, 
Realtor. Phone 6151 


30 
BU SIN ESS O PPO R TU N ITIES 


B U S IN E S S 
O P P O R T U N IT IE S 
IN S A L E M . S E E 
J 
V. F IS H E R A G E N C Y , R E A L T O R S 
8 
A U C T I O N E E R S 
We are offering this large **_ * e a l e s t a t e w a n te d 


G E T H IG H E S T dollar for your prop-.h o m e ConSiSting of eight' R E S P O N S IB L E P A H T Y wishes to pur- 
auction. 
Call 
Robert 
n 
^ 
chase 5 or 
6 room house with large 
erty 
through 
Stamp. Auct. Winona AC 2-2302. 


YOU HAVE SPOTTED THE 


RIGHT AD TO SELECT 


A HOME 


ORCHARD STR EET — Three-Room Partly M odern 
$4,250 
O LIV E STR EET — Four Room, Partly Modem ____ — — $4,300 
OHIO AVEN UE — Seven Room, M odem ....................... 
$5,700 
O LIV E STR EET — Six Room Modem 
.......... —..............$6,200 
FRA N K LIN AVEN UE — Six Room M odem .................... $7.000 
R E IL L Y AVENUE — Six Room Modem —.......................... $8,000 
UNION STR EET — Five Room M odem ............................. $8.800 
UNION STR EET — Eight Room. Two Bath Duplex 
$9,500 
OHIO AVENUE — Seven Room. Two B a th 
—_____$9.800 
NORTH ELLSW O RTH — 11-Room Apartment, 3 Baths .. $9.500 
SEVEN TH STR EET — Six Room M odem .......................... $10,500 
NORTH ELLSW O RTH —Seven Rooms. Modem, Two Lots $12300 
CLEVELAN D AVENUE — Seven Room, M odem 
—____ $14.500 
TH IRD STR EET — Two Fa m ily 
.................. — $13,500 
OAK STR EET — Six Room. Brick Bungalow 
.......... $14,400 
HOMEWOOD AVENUE — Six Room Modem ... ..............$14.500 
NEW GARDEN STR EET — Five Room Bungalow 
$11.500 
LEETO N IA — Six Room, M odem _________________________$7,000 


All of the above have nice lot*, several have one or two-car 
garages. We can arrange reasonable terms on some. For 
information, see 


BURT C. CAPEL AGENCY 


189 SOUTH EL US W ORTH. SALEM , OHIO 
D IA L 4314 


WCTU TO M E E T 
All members of the W’omen’s 
Christian Temperance Union 
are 
urged to attend an important busi­ 
ness meeting Monday at 7:30 p.m. 
the home of Mrs. Theodore 
Thorne of E . 3rd St. 


CHARLES C. ELDER 
R. D. NO. 2, S A L E M , O HIO. W IN O ­ 
NA. A C A D E M Y 22684. 
_________ 
HAROLD McCREA 
AUCTIONEER 
Booking sales for spring 
C A L L S A L E M 6348 
N E W W A T E R F O R D 3973 
EMPLOYMENT 


TRY SA LEM N EW S WANT .ADS 
M A LE H E L P 


FOR YEAR ‘ROUND 
Automobile 
Protection 


CHANGE NOW TO 
AMOCO 
Gas 
Products 


W IGGERS 
Salas and Sarvict 


301 W. Stata Straat 
Phone 5140 
178 North Ellsworth 
Phone 4226 


M O V E to home locality' makes avail 
able good Rawleigh business in north­ 
west 
Columbia County. 
Opportunity 
for hustler to take over established 
business. C ar needed but no selling 
experience necessary. I ’ll help you 
get 
started. 
See or w rite 
Herm an 
M ick. 
Homeworth. 
or 
write 
Raw- 
leigh’s 
Dept. 
OHF-336-216 
F ree ­ 
port. 
111. 


rooms and bath, finished in 
the best of materials, very 
nice lawn. Location the 
best. This home is fine for 
duplexing or would make a 
good nursing home. 


COME IN AND S EE U S! 
Mounts Realty 


286 East State Street 


PHONE 9322 


chase 
lot or sm all acreage. D ial 9163. 
" W E H A V E B U Y E R S F O R TW O 
three and four bedroom homes. 
List your property with 
" C H E T ” K R ID L E R 
267 E- State. D ial 4115 
W A N T E D 
— 
H O U SE 
IN 
B U C K E Y E 
SC H O O L D IS T R IC T . 
D IA L 3271 
LO T W A N T E D — 50 x 150. Gas, sewer 
and water. N ear m ain part of tov n. 
Helen W utrick. Beloit, Ohio. 


IN R E A L E S T A T E 
It ’a Results that Count 
C A R L C A P E L 
Real Estate, 375 Washington. D ial 7341 
FINANCIAL 


SALESMAN 
WANTED 


Must be neat, courteous and ag­ 


gressive. 
Salary, plus commis­ 


sion. Sendee car furnished. Call 


6222 for appointment 


SINGER SEWING 
MACHINE CO. 


IF Y O U want to buy or sell a home or 
business, see or call 
R O B E R T W . 
VO TAW . p i A L 3069. Agent for H all 
Brokerage 


CAN Y O U 
Pass 
our 
sales 
qualification 
test? 
Established territory with $80 to $100 
weekly 
assured. 
Fuller 
Brush 
Co. 
Products. Call 7144 for interview. 


CAN 
YO U E A R N $40 W E E K L Y 
ad­ 
dressing 
Display 
Folders? 
Enclose 
stan ped 
addressed 
envelope; 
writ« 


YOU'LL BE GLAD 
YOU DID! 


Once you see this fir« 4 
room fram e home with all 
the 
modern 
convenience«, 
you w ill be glad you read 
this ad. N icely located on 
a corner lot. Garage. Every- 
thing that a sm ali fam ily 
could pos«ibly desire in the 
w ay of a home. And it’s pric­ 
ed 
reasonably 
too! 
CaD 
now! 


34 
P A W N 
B R O K E R S 
NEED CASH? 
O A SH in with your valuables. DA'vH 
out with the cash. 
P A W N SH O P. D IA L 9011 


IN SU RA N CE 


//Chet" Kridler 


E 
tate St. 
D ial 4115 


ERNEST K. MOSER 
AUTO . 
L I F E , 
S IC K 
AND 
ACC!- 
D E N T AND H O S P IT A L IZ A T IO N IN ­ 
S U R A N C E . 657 E . State. Dial 3012. 
— — 
---------------------------------------— r 
ART 
BRIAN 
A L L F O R M S O F IN S U R A N C E 
$41 Ea st Stete. 3719 


A L L E N CO. 
W arsaw , Indiana, 


F O R S A L E B Y O W N E R - S ix room mod- 
ern 
home. 
Perm anent 
w ater 
soft­ 
ener, autom atic w ater heater, garage. 
Quick possession. 
South Union. D ial 
7280. 


Clyde Williams* 


INSURANCE 
Hospitalization 
Pire, Auto Life and Polio Insurance 
538 East State Street 
Res. Phone 6609 
Office Ph. 515| 


Farm Bateau Insurance Agency 
"C h u ck” BUbnan 
D tal 8705. 462 Jenning».*- 


TEN 
THE SALEM, OHIO, NEWS 
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BUSINESS 
NOTICES 


40 
HOUSEHOLD SERVICES 


W ALLPAPER CLEANED 
PA IN TED WALLS WASHED 
CHAS. PRICE, DIAL 8 m 


BUSINESS 
NOTICES 


47 
P A IN T IN G . P A P E R H A N G IN G 


Carp et & Ru g shamp o o in g 


ASTRY and GRISSINGER 
DIAL 5343 
PLASTERING 
NEW AND OLD 
Kenneth Koons, 
D ia l 7911 


PAINTING 
INTERIOR 
OR 
EXTERIOR. 
D ia l 
3245. R . L. W A R E . __________ 


FOR PAINTING, PA P E R HANGING 
OR REMOVAL. CALL E. W. DOUGH­ 
ERTY AT LISBON 3526 OR STOP 
AT HISCOX SUPPLY CO. 


PLASTERING . No J ob too sm a ll. Old 
room s redone without rem oving old 
pla ster. Ph. E a st P a lestine 9838. 
PAPER STEAMING 
AND PAINTING 
Haro ld Pryo r, Dial 586 5 


QUALITY 
WORKMANSHIP 
Pain tin g an d Deco ratin g 
Interior and Exterior 
D a m a scus, O. Ph. D a m a scus 16-0 


INTERIOR 
decora ting , 
pa pering 
and 
painting . E xterior pa inting . Free esti­ 
m a tes. 
25 
yea rs 
experience. 
Dia l 
6493. ________________ 
___ 


48 
PLUMBIN’G~-~ HEATING 


MERCHANDISE 


61 
HOUSEHOLD GOODS 


STROUSS APPLIANCE STORE 
offers you 
FACTORY-TRAINED SERVICE 


SWEETIE PIE 
SELTZEB 


Ru g & Fu rn itu re Clean in g 
N edelka C lea ning Service. Phone 68 <1 
Ven etian Blin d Lau n d ry 
24 hour service. Taping, recording . 
Custom m a de blinds sold. Free de­ 
livery. E stim a tes. Phone 3271. 
FLOOR SANDING & FINISHING 
D ia l 5739 or 8874 eves. 
H ENDERSO N AND SON 
Ho me Clean in g Service 
•D O M E ST IC AND COMMERCIAL 
WALL WASHING 
For da tes and estim a tes, ca ll 
3110 or 6460 
41 
BUSINESS SERV1CE8 


AIR CONDITIONING 
HEATING 
ROOFING AND SPOUTING 
W. E. MOUNTS 
359 N. Lundy. Dial 5686 


NEW 
LOW 
PRICE 
FOR SEPTIC 
TANKS insta lled, com plete to house. 
FOR FR E E ESTIM ATE ca ll A llia nce 
1-7452. Sa lem 4765. 
DIEHL'S MOWER SERV. 
AND SALES. LAWNS MOWED 
686 FRANKLIN._DI.AI, 66i l 
_____ 
ALL MASON & CONCRETE WORK 
FR E E ESTIM ATEc —LOW PRICES 
MATT DRO TLEFF. DIAL 5121 


HEATING 
Engineered Serv ice to giv e y ou the 
best for y ou r heating needs. 
Gas Co n versio n ,* 
Gas, Oil, Co al Fu rn aces 
Su mmer Air Co n d itio n in g 
LEONARD L. BONSALL 
PLUMBING AND HEATING 
Goshen Road. 
Dial 86 24 


3-Ro o m Ou tfit 
Complete For Only 
$298 


E-Z TERMS 
No Dowr Pay ment Necessary 


WEST END FURNITURE 
“The Working M an’s Store” 


1953 MAYTAG g a s stove, with Dutch 
oven, only a few m onths old. Inquire 
639 Euclid a fter 3 p . m . _____________ 
W l LLi AMS APPLI ANCE 
WESTINGHOUSE 
HEADQUARTERS 
NEW LOUNGE CHAIIt 
with 
ottom an. 
Inq. 
790 
E a st Third. 
D E E P FR E E ZE for sa le. 14 cu. ft. 
Like new. 
Inquire a t 624 Perry St. 


NOTICE! 
HAVE YOUR CHIMNEY OR 
CELLAR WALL POINTED UP, 
OR RE-BUILT NOW! 
By P. J. PAXSON 
DIAL 4242, SALEM 


KITCHENS 
HARD WOOD KITCHEN CABINETS 
FORMICA. 
STAINLESS 
S T E E L , 
Linoleum sink tops. A ccessories. E x­ 
pert desig n service. 
EARL ORASHAN 
471 W. 8th. Dial 5859. 
L IP PIATT SAW & MOWER SERVICE. 
We sha rpen 
lawn 
m ow ers, s a w s , 
scissors, pointer and pla ner knives. 
N ew and used m ow ers. D ia l 4118-1742 
N . E llsw orth. 
DIGGING 
SEPTIC 
TANKS—WATER 
LINES 
AND FOOTERS, ETC. 
RALPH 
B R U N E R —MARION 
BELL 
PH . HANOVERTON, CAPITAL 3-1074 


FURNACES 
GAS--OIL—COAL 


Roofing, Spouting and built up Roofs 
HICKEY & SON 
FURNACES 
180 Vine Street. Dial 6506 


G EO RG E’S FIX 
IT SHOP 
If it’s broken—w e’ll fix ltl 
We fix m ost a nything 
716 Morris St. D ia l 7309 
20 
Y EA RS 
experience 
contra cting , 
building and repa ir work. Free es- 
tim a tes. D ia l 6117.___________________ 
Bu lld o zin g — Hi-L ift 
GRADING, PONDS, DITCHING 
F ooters, septic ta nks, fill, top soil 
Sa lem 5349 — D a m a scus 23-M 
Columbiana 2742 
ROY L 
REED 


3-PIECE BATH 
COMPLETE WITH FITTINGS 
CAST IRON TUB 
•WHITE . $129.95 
COLOR . $159.7 5 
(Up to 3 Year<- to Pay ) 
SEE US FOR YOUR 
HEATING PROBLEMS 
PASCO 
Plu mbin g & Heatin g 
West State Street 
Dial 8888 
ROOFING, SPOUTING“ 
FURNACE WORK 
W. E. MOUNTS 
359 No rth Lu n d y 
Salem, Ohio , Dial 56 86 
NOW IS THE TIME TO 
R EBUILD YOUR FURNACE 
HOLLAND FURNACE. CALL 8247 


WATER WELL DRIL L ING 
KENDALL INGRAM 
DIAL 7728 
Salem Weld in g Service 
PORTABLE AND CUSTOM WELDING 
475 P rospect. Dial 4298. 
GURLEA San d & Gravel 
B est g ra de sa nd and g ra vel at all 
tim es. E g ypt Road. Dial 7559. 
FACTORY METHOD 
Lawn Mo wer Sharp en in g 
GODDARD’S MOWER SERVICE 
D ia l 4jR6, Georg etown Road_____ 
McGirr Refrigeratio n 
Day o r Night Service 
PHONE ALLIANCE 12441 or 18141 


W E S P E C IA L IZ E 
IN 
AUTOMATIC HEAT 
GAS — OIL — COAL 
ALL WORK GUARANTEED. 
STEWART HEATING 
637 Woodland 
Piai 6274 
GAS PERMIT HOLDERS: 
SEE SEARS 
IN SALEM FOR YOUR 
HEATING EQUIPM ENT 
Co n versio n Bu rn ers 
$8 5 .5 0 


Gu aran teed 
Used Ap p lian ces 
Gas an d Electric 
Refrigerato rs an d Sto ves 
Co n ven tio n al an d 
Au to matic Washers 
These u sed appliances can 
be 
pu rcha^d for a fraction of the 
original prices. 
USE OUR EASY TERMS 
All Are Gu aranteed. 
Stro u ss- 
Hirshberg's 
OF SALEM 


MERCHANDISE 
AUTOMOTIVE 


7ft 
MISCELLANEO! S SALES 
SO 
TRAILERS FOR SALE 


CRANE 
2-A F 
oil 
burner 
Honeywell 
therm osta t. 
<2> 
275 
gallon 
stora g e 
ta -k s, 
connecting and 
inta ke 
j>pe. 
U sed one winter. 
Call 426L 
La rg e ba by bug c e $20.00 
Pla y pen $8.00 
D ia l 9058. 
SPECIAL ONE WEEK ONLY! 
ALL FISHING TACKLE 
25 ~ 
OFF 
CRANM E R S SE RVICE 
STORE 
ROYAL TYPEWRITERS 
Sa les, 
service, rent, 
excha ng e 
Fithian Typ ewriter Sales 
I 
321 8 . Broa dw ay D ia l 3611 
j Slate Ap p lian ce & Su rp lu s 
* 
North M ain. Columbiana. Ohio. 


Cu ,» 
fry *•€ * 
W . 
WWWÍ¿ irru id 


“ That, sir, \z not my handsome looking son- 
handsome looking daughter!” 
-it’s my 


MERCHANDISE 


62-A 
TELEVISION RADIO 


LENNOX 
coa l 
furna ce 
with 
pipes. 
Double bowl kitchen sink with plum b­ 
ing. Dial 4286 a fter 6:30 p.m. 
UPRIGHT PIANO 
$15.00 
CALL 
AT 
613 
OHIO 
AVE. 
NEW ANSCO Speedex Ca m era , 
with 
ca rrying ca se. D orm eyer R otiesserie, 
m a ple bed 
and 
spring s, 
porta ble 
show er. 
Inq. 
680 
E. 
Euclid. 
Dia l 
3811. 
PRICED 
RIGHT 
— 
USED RIGHT! 
Good 
used 
two piece 
living 
room 
suites. 
Brown 
Furniture, 
South 
Broa dwa y. 
USED 
REFRIGERATOR 
$3.00 Down 
POWER MOWER 
$5.00 Down 
GAS STOVES 
$1 00» Down 
Call Mr. M illcitich Sa lem 5660. 
After 
5:30 
ca ll 
Leetonia 2452 
CHROME dinette set; Bla ck Angus rô ­ 
tisserie; 
D exter wa sher; 
a pa rtm ent 
size g a s ra ng e. All in good condition 
and rea sona ble. D ia l 4892. 
SEE S a la d ^ a ster the new wonder ap­ 
plia nce tha t will do 200 chores 
in 
your kitchen. Read ad in J une Coronet 
Phone D a m a scus 59 for free dem on­ 
stra tion. 
N o 
oblig a tions. 
W onderful 
g ift for the bride. 


E. W. ALEXANDER 
E lectronics and refrig era tion 
357 N. Howard. Dial 5866 
1954 MOTOROLA T. V. 
P icture 
Booster, 
yea r 
pa rts 
w a r­ 
ra nty. Radio. TV service. All m a kes. 
RALPH'S RADIO, T. V. 
650 E. Second. Dial 6149 
HUMPHREY RADIO 
Ha noverton, Ohio (A ca dem y 2-21Q6-. 
P hilco television. Sa les & Service. 
Arvin Televisio n - Rad io 
SALES — SERVICE 
Ro wles T. V. Sho p 
928 E. Fourth. Dial 7319 
ANTENNA INSTALLATIONS 


63 
MUSICAL INSTRUMENTS 


BER T SMITH 
M usic Studio. 
243 
N. 
Lincoln Ave. D ia l 6280. Instrum ents 
for sa le or rent. 


NEW $845 Spinet pia nos $525, others 
$390 and up. 10 per cent down, 30 
m os. to pa y. Libera l tra des. J erry 
R enkenberg er. Ph. 7634 eves. 


MERCHANDISE 


64 
COAL FOR SALE 


Co al, Siag, Limesto n e 
BERGHOLZ 
AND 
LOCAL 
COAL. 
ALFRED W EBER. 
DIAL 4363 


SALEM CL OTHING 
EXCHANGE 
FURNITURE 
AND 
HARDWARE 
1019 Liberty St. D ia l 71 6. 10 a. m. 
to 8 p. m. Closed W ednesday noon. 
Ba thing suits, sun suits and dresses, 
old 
drop 
lea f 
extension 
ta ble 
$15. 
sepa ra te beds, spring s and m a ttres­ 
ses, roll-a -wa y beds $13 and $20. 4. 
5 a nd 6 foot new stepla dders $4 50 
to $6 
a qua rium $5. baby bug g ies $8 
and $15. 
Ta ylor tots $10 75. hand 
cultiva tor $o, 32 p iece set of Blue Wil­ 
low dishes $4.50, G. E. upright sw eep­ 
er with a tta chm ents $15, rubber play 
pond $15. new ba by m a ttresses $6.50 
to $12. Call us first if you ha ve a ny­ 
thing to sell. 
THAYER ba by bug g ie. Through-A-Door 
P la y pen. 
Ba thm etie. 
D ia l 6976 or 
Inq.*628 Euclid. 
STEEL SUPPLIES 
Reliable Weld in g Sho p 
Benton Road. Dial 6344. 


The Excitin g 1954 
2-Sto ry Ven to u ra 


FROM THE NATIONAL 
TRAILER SHOW 
AND ALL 


The Ven to u ra Line 


AT 


Bateman 's Trailer 
Store 
1500 EAST STATE STREET 
ALLIANCE. OHIO 


$24 95 
The excitin g , new 3 room 
E lca r 
Pr;oe 
includes 
all 
furniture, 
full 
bath, your home is here. 


$895 
B uy’s 
a thrilling 
new sport 
and 
tra vel 
tra iler. 
Fa m ily 
sire 
w ill 
sleep 5. 
For w eekends, va ca tions. 


*‘IF YOU DON’ T CHECK HERE 
WE BOTH LOSE ’ 


SUBURBAN TRAILER 
SALES 
Rt. 14 E. (a t city lim its) Sa lem , O 
Open evening s except 
Sat. 
night. 


WASHINGTONVILLF. TRADE CENTER 
PHONE LEETONIA 5497 
B a ssinets 
$3 94. 
Radios 
$15.00 
up, 
sing le beds $8.95 up, bird ca g es $5 95. 
kitchen ca binet $8 . dressers $10 and 
up. We need porch furniture, high- 
cha irs, 
pla y 
pens, 
bug g ies, 
Taylor 
Tots, and rockers. 


In one 
ton lots 
ASHES AND COAL HAULING 
D ia l 3955 


MOBILE HOMES 
40 foot Champion, floor hea t—$4395 
30 foot Champion, 
floor hea t—$3145 
27 foot T ra iler- $795 
30 ftoot Strea m line with to!h*t—$1350 
25 foot Mobile with b a th -$l? 95 
On 62 B a yless. Phone D a m a scus 95 O 


AMERICAN stea m boiler 
manufactur- 1951 
SCHULTZ 
29 
ft. house 
tT.,ik?r. 
ed by Pierce-Bufler and P ierce. Size 
H a s show er. In good cond.tion. 
Call 
4010 
E D.R 
ra ting 
— 
450Q square ; 
Columbiana 4009. 
feet Inquire 737 S. Ellsworth or Dial 


OHIO Superior Coal — Lump $9; Eg g 
$8.50; Stoker, $7.95; R.M. $7.50; 3 to 
8 
ton loa ds. 
D rivew a y 
sla g , 
lime- 
stone. Ga lbrea th. Phone Sebring 86628. 


67 
FARM MACHINERY 


FOR SALE 
CHORE MASTER 
Ga rden tra ctor with a tta chm ents. $135 
Phone Hanoverton Capital 3jd054. 
"GARDEN TRACTORS 
2 H. P. to 8*2 H. P. 
COOPER MOWERS 
Reel and 
Rotary Type 
C. F. HIPPELY 
• 
Opposite Sa lem Golf Course 
D ia l 6014. 


NEW 
AND 
USED 
ACCORDIONS 
— 
L essons, renta ls. J oe Berna rd Studio 
106 Main St. Phone Leetonia 4171. 


LEAVING for Florida . Will sa crifice 
five room s of furniture in good con­ 
dition. Including three antique pieces. 
L iving room suite a lm ost new, desk, 
dining 
room 
suite, 
four piece bed 
room suite, ta bletop g a s ra ng e, Ser* 
vel refrig era tor, brea kfa st set, bed­ 
room rug s, Kirby sw eeper and a t­ 
tachm ents* only five yea rs old, M a y­ 
ta g w a sher, hot pla te, etc. D ia l 7778 
or inquire 284 E a st 6th St. 


FOR 
Black To p p in g o r Ro ad Oil 
Call ROBERT SNYDER 
Phone Hanov erton Capital 3-3313 
SALEM SEPTIC TANK 
240 W est Ninth St. 
Dial 4363 
FREE ESTIMATES 
COMPLETE INSTALLATION 
Residential — Indu strial 
CEMENT TANKS 
Sold and Distribu ted By 
ALFRED WEBER 
SEPTIC TANKS AND 
CESSPOOLS CLEANED 
MOSS SANITARY SERVICE 
Phone New' W aterford 5661. 


G ra vity w a rm a ir furna ces—$152.50 
Forced 
air 
furna ces—$223.50. 
Above equipm ent is fully a utom a tic. 
Insta lla tion 
ca n be a rra ng ed. 
Visit 
second floor hea ting depa rtm ent for 
free inform a tion reg a rding g a s per­ 
m it a pplica tions. 
DIAL 3455 
SEARS, ROEBUCK & CO. 
FOR 
FR E E 
ESTIM ATES 
SALEM, OHIO 


Sewers Clean ed 
Electric Ro to -Ro o ter 
RALPH COLE 
F ree E stim a tes. 
W ritten Gua ra ntee 
493 WASHINGTON 
DIAL 7880 


49 
MOVING HAULING 


DO YOUR OWN MOVING! 
Trucks or ca rs for rent. 
Sa lem Drive-O-M at 
Ph. 4636 
52 
RUBBISH. ASHES HAULED 


ASHES. CANS & RUBBISH HAULED 
PROM PT SERVICE. ALSO 
BASEM ENTS 
CLEANED. 
DIAL 
5000 
ASHES, CANS & RUBBISH 
HAULED 
DIAL 5091 
GARBAGE AND CANS 
HAULED WEEKLY 
$1 25 P E R MONTH. DIAL 3756 
55 
BUILDING M ATERIALS 


JOSEPH H. SNYDER 
EXCAVATING, BLACK TOP DRIVES 
PARKING LOTS 
308 
Pittsburg h. 
COLUMBIANA 
4559 
Westville Co n stru ctio n Co . 
W est ville, Ohio 
Sep tic Tan ks — Ditchin g 
W ater lines, g a s lines, footers. FR E E 
ESTIM ATES. 
E a rl 
D a ley. 
R everse 
ch a rg es, Berlin Center 2831k__________ 
42 LANDSCAPING—C VRDENTNG 


SALONA SUPPLY CO. 


CEMENT BLOCKS 
SAND 
— 
GRAVEL 
SEWER AND FIELD TILE 
MORTAR and REGULAR CEMENT 


DIAL 37 45 


CUSTOM PL OWING 
And discing —A crea g e or lots 
DIAL 4096 
ROTO-TIL L ING 
G ARDENS AND LAWNS 
DIAL 3676 
EXCAVATfNG 
G ra ding , land clea ring , fill dirt, top 
s oil, s la g . ED D U N N . D .)! 7977. 
Excavatio n — Grad in g 
Founda tion f o o t e r s , sew ers, w a ter 
lines, trenching , land clea ring , winch 
dum p work, lim estone, sla g , fill dirt, 
m a chinery and hea vy hauling . Sa lem 
8910— D a m a scus 103-A 
Lesl ie W. Ho o p es & Son 
ROTO-TIL L ING 
Lawms and G a rdens 
Walt Ferneng el. D ia l 8074 or 5456 
ZIE G L E R ’S T R E E SERVICE. Let “ us 
take ca re of your sha de trees, shrub­ 
bery. D fficult rem ova l a specia lty. 
D ia l *2071. 
fO R D POW ER TAKE O FF ROTOTIL- 
L ER . YARD AND GARDEN. DISC­ 
ING 
AND 
PLOWING. 
IKE 
LIPPI- 
ATT, DIAL 6437. 
POWER MOWING 
C om plete Lawn Service. Ph. 7866 
B ULLDOZTN G — E XC A V A TIN G 
CARL A. BASHL1NE 
Call Colum bia na 4778 


Read y-Mixed 
CONCRETE 
IMMEDIATE 
DELIVERY 
Chap p ell & Zimmerman 
539 West State St. 
Dial 8711 


WATER WELL CASING 
POST MATERIAL 
Angles and Channels. All Sizes. 
Ellyso n Pip e & Su p p ly 
4 Miles West of Salem On Rt. 6 2 


SEE BARBER'S 
If you w a nt to 
FURNISH YOUR HOME 
AT THE 
LOWEST 
COST. 
M a ttresses, stoves, w a shers, lots of 
ba rg a ins. Will deliver. 
213 W. SECOND. DIAL 5952 
BOTTLE GAS 
Bulk delivery for hea ting 
SUNRAY. TAPPAN, CALORIC 
NATURAL AND L-P GAS RANGES 
BAYLESS L-P GAS SERVICE 
On 62. Phone D a m a scus 95-0 
61A 
DO-IT-YOURSELF 


NIM BLE AND MIGHTY 
QUAKER MULE 
TH REE-W H EEL RIDING TRACTOR 
3 H. P. and 6 H. P. Motors 
GRATE MACHINE CO. 
South Lincoln, Rear K a iser G a ra g e 
D ia l 3427 
Do 
your 
spring 
clea ning 
with 
MARVELO BLEACH 
35c g a l., 3 g a l. $1. Dia l 6818. 
Try our wrall clea ner. 
GARDEN TRACTORS. $110 up 
POW ER MOWERS, $74.95 up 
Clinton Motor R epa irs, P a rts 
LAWN MOWERS SHARPENED 
Groner Sa les and Service 
D a m a scus Rd. 
D ia l 6985 
PLASTIC WALL TILE 
29c Sq u are Fo o t 
McCULLOCH’S. SALEM 
INSTALL YOUR OWN 
SIDING 
ROOFING— SPOUTING 
See us for a ll your 
MODERNIZING AND REPAIRING 
N EED S. 
Sears, Ro ebu ck & Co . 
SOUTH BROADWAY 


PLASTIC P IP E — V ’ and up. Com­ 
plete stock of fitting s 
GRATE PUMP 
I 
MACHINE. 
Rear 
K« iiser-Fraz e r 
G a ra g e. S. Lincoln. 
PRE-CUT GARAGES 
All Sizes — Sa lem Lumber. 
THOMAS INDUSTRIES 
M ilrose Brick — Aluminum Sid:ng 
R iverside 6-3351. Columbiana 2249. 
MERCHANDISE 


6 1 
HOUSEHOLD GOODS 


SEE BARBER'S 
If you w a nt to 
FURNISH YOUR HOME 
AT THE LOWEST COST 
M a ttresses, stoves, w a shers, lots of 
ba rg a ins. Will deliver. 
243 W. SECOND. DIAL 5952 


/ / 


47 PAINTING, PAPERHANGING 


P A P E R HANGING & PAINTING 
R em odeling 
and repa iring . 
F ree E stim a tes. D ia l 867 6 
_ 


THHERE 18 NO “SPECIAL DAY" TC 
ADVERTISE —Want Ads 
result* 
•v ery day . Read ’em lor profit-« * 
'em lor rawlts. P ham 40BL 


Tap p an 
Whirlp o o l 
Ho o ver 
Serve I 


/ / 


/ / 


/ / 


/ / 


/ / 


•’TRADE YOUR OLD FOR NEW** 
ZEPERNICKS 
107 EAST HIGH, M INERVA 
TONIGHT TILL 9 00 P.M . 


QUALITY 


HEATING AT A 
LOW PRICE! 


RADIANT BASEBOARD 
WHY NOT GET THE BEST? 


Ask Abou t Ou r 
To o l Ren tal Service 
So Yoou Can Do It You rself”! 
STRATTON 
PLUMfelNG and HEATING 


384 North Broadway 
Dial 4908 


NEW an d USED 
POWER L AWN MOWERS 


ARROW HARDWARE 


485 W. Sta te. Dial 6212 


PLENTY 
FR E E PARKING 
QUAKER MULE 
COME OUT AND WATCH IT WORK. 
ALL ATTACHMENTS. 
GRATE MACHINE CO. 
R ea r 
K a iser 
G a ra g e. 
D ia l 3427. 
S. 
Lincoln. 


A NEW LUCAS WHITE 
HOUSE PAINT 
$4.4 9 Gai. 
SPATHOLT'S Hard ware 
246 MAIN ST. LEETONIA. OHIO 
62 
WEARING APPAREL 


RED BALLERINA LENGTH 
FORMAL 
DIAL 3993 


PIANOS TUNED $5, repa ired rea son­ 
a ble cha rg e. In your vicinity every 
Fri. Call Columbiana 4517 or write 
G. H. Burton, Pa rk Ave., Columbiana. 


NEW $845 Spinet pia nos $525, others 
$390 and up. 10 per cent down, 30 
mos. to pay . Libera l tra des. J erry 
Renkenberg er. Ph. 7634 eves. 


BRADLEY FARM TRACTOR with cul­ 
tiva tors. Set of 14” d uble-bottom Oli­ 
ver plow’s. $300 ta kes all. D ia l 6flt>9. 
T.33 MILK COOLERS 
AND MARLOW MILKER 
Groner 
Sa les 
and 
Service 
D a m a scus 
Road 
D ia l 6985 


_8011.____________________ 
Atten tio n , Ju n e Brid es! 
INSIST 
ON 
SEEING THE 
NEW 
HOPE CHEST 
DIAMOND SET! 
A 
SIM PLE 
COMPARISON 
WILL 
SHOW 
YOU 
WHY 
WE 
ARE 
PROUD OF THESE SETS! 
J. C. BROWN, Jeweler 
D ia l 8449. 274 E a st State St. 


81 
AITO SERVICE. REPAIR 


SO! 


Fro n t End Align men t 
FITZPATRICK MOTOR CO 
Ph. 4618 
BROWN - ZEIGLFR SOHIO 
GENERAL SERVICE 
Next to Drive-In Thea ter 
D ia l 9313. 


71 
WANTED TO BUY 


SCRAP IRON, METALS, 
RAGS AND 
J UNK CARS. TOP DEALER PRICES 
PAID. PROM PT PICKUP SERVICE. 
U.S. IRON AND METAL CO. COR- 
NER 
WEST 
2ND 
AND 
HOWARD. 
PHONE 3390. 


KEKEL'5 BODY SHOP 
QUAL ITY WORK 
Two m iles out Newg a rden 
Road. 
Phone Winona (A ca dem y) 2-2374. 


AUTOMOTIVE 


USED CARS 


GRAY MOTOR SALES 
BODY DEPT 
REASONABLE PRICES. 
DIAL 6213 


WANTED — Used unright or studios EXPERT AUTO REPAIR 
piano, in good condition. 
j 
2115 f a s t State. Dial 3524 


HIGHEST prices for scra p Iron and¡GREENAMYER GARAGE 
steel. Cars in any cond.tion. Salem 
Auto W recking. 
Dial 5911. 
LIVESTOCK 


75 
HORSES. COWS, PIGS 


68 
FLOWERS, PLANTS, SEEDS FOR SALE - Guernsey cow and ca lf. 
good fa m ily cow . T B. - Bang tested. 
DIAL 7034. 


65 
PUBLIC SALE 
Pu blic Sale 


Hav ing sold my home, will sell 
at pu blic au tcion the following 
hou sehold goods and liv estock, 
located fou r miles northw’est of 
Salem. Ohio, on State Rou te 16 5. 
Take Rou te 45 ou t of Salem and 
go north three miles to Rou te 
16 5, tu rn left on 16 5, go two 
miles west. 
Located across the 
road from Baird’s Cider Press. 
Sat., Ju n e 12 


AT 1:00 P M. 


Ho u seho ld Go o ds 
9 cu . ft. Frigidaire refrigerator: 
Norge table-top gas range: three 
beds, complete with mattresses 
and springs: dining room ex ten­ 
sion table with six chairs; two- 
piece modern liv ing room su ite: 
piano and stool; occasional chair; 
dropleaf table: May tag washer; 
Tex -Aire sweeper and attach­ 
ments: 4-piece wicker set: plat­ 
form rocker: 
6 straight back 
chairs: rocking chairs: stands: 
magazine racks: end table: small 
wash stand; 
2 large chests of 
drawers: dressers: night stands; 
marble top stand: 
12x 14 ru g; 
9 x 12 ru g; bedding; linens: cu r­ 
tains; dishes; 
cooking u tensils 
and glassware; oil lamps; wood­ 
en sink. 


Miscellan eo u s 
Merchan d ise an d Farm 
To o ls 


Two-wheel trailer; 2-horse com 
worker; 2-sectional harrow; roll 
hog fence; 40 ft. ex tension lad­ 
der: 12-ft .ladder; 500 ft. 1-inch 
poplar lu mber; 
1 lot of s4-in. 
galv anized pipe; 
wheelbarrow; 
10 hole metal nests: 27 5-gal. oil 
tank; barrel chu m with motor; 
011 incu bator; McCormick Deer- 
ing cream separator with motor; 
lard press: 
ice cream freezer; 
barrels and kegs: 1 lot of bu r­ 
lap bags: 2 chicken coops; Pincor 
power lawn mower; 1 lot apple 
crates; baskets; crocks and fru it 
Jars: bra^s kettle; copper kettle; 
1 lot, scrap Iron; carpenter tools; 
garden tools and miscellaneou s 
farm tools: % h p. motor and 
pu mp jack: 
other articles too 
nu merou s to mention , 


ONE LOT OF CORN IN CRIB 
500 BALES OF HAY 


36 NEW HAMPSHIRE HENS, 
Lay ing good. 


Cattle 
Jersey brindle cow. two y ears 
old, fresh by day of sale: Jersey 
cow. 7 y ears old. du e in Au gu st. 
Health certificates will be fu r­ 
nished. 


TERMS — CASH 
Mrs.W. E. 
To wn sen d , 
OWNER 


HAROLD McCREA. Au ct. 
HOWARD BAKER, Clerk. 


64 
COAL FOR SALE 


Local and Berg holtz Coal 
R ussell Smith 
736 Colu mbia St. 
Phon« 6188 


GILBERT'S 
GREENHOUSE AND 
GARDEN CENTER 
Damascu s Road, Salem 
Bedding Plan is—Vegetable PLants- 
Potted Plants 
Home Gardeners’ Su pplies and 
LANDSCAPE SERVICE 
GERANIUMS 
CANNAS, A STER S, SNAPS, 
AND 
ALL FLO WE KING PLANTS 
TOMATOES. P E P P E R S AND 
SW EET ONIONS. 
Cro mwell's Green ho u se 
BiENTON ROAD, SALEM. DIAL 4583 
AZALEAS — RHODODENDRONS 
CLUMP BIRCH 
WILMS N U R SE R Y j— D E P OT RD. 
PLANTS FOR SALE 
T om a toes, peppers (m a ng o & hot), 
and eg g pla nts. 101 Mam St. Leetonia . 
FUNERAL PIECES 
AND 
FLORAL 
ARRANGEM ENTS 
OF ALL KINDS. 
Bedding , V eg eta ble and Hardy Pla nts 
W INDHAM’S 
GREENHOUSES 
Ellsworth 
Road. 
D ia l 7046 
A HOUSE 
IS AS 
ATTRACTIVE 
AS THE 
SURROUNDINGS! 


Add ex tra beau ty to y ou r home 
with a well - landscaped lawn 
with well-tended plants from 
Northeastern Ohio’s largest nu rs- 
ersy salesgrou nds. 
Tho u san d s o f Beau tifu l 
Evergreen s 
FOR EVERY PURPOSE. 
Fresh Du g On Order. 
Crimso n Kin g Map les 
Pat. No. 735 
GRAFTED 
Hybrid Rho d o d en d ro n 
All Colors. 
Allow u s to make y ou r planting 
plans withou t cost. We can save 
you money . 


DAMASCUS 
NURSERIES 
6 ml. west on U. S 6 2 Phone 6 1-U 


BETTER L AWNS AND 
GARDENS! 
PEA T MOSS—AGRILITE — 
VTOLET SOIL—VEGETABLE AND 
FLOWERING 
PLANTS—GARDEN 
SEEDS—BIRD BATHS 
McARTOR FLORAL CO. 
D ia l 3346 
South Lincoln 
A 
GERANIUMS 
CANNAS. PANSIES, ALL FLOW­ 
ERING PLANTS 


TOMATOES. ONIONS. CABBAGE 
AND PEPPER PLANTS 


We Fill Cemetery Pots. 


— OPEN EVENINGS — 


Cro mwell's Green ho u se 
Benton Rd., Salem 
Dial 4583 


FOR SALE — Num ber 2 seed pota toes. 
1 yea r from certified. 4 H a m pshire 
brood sow s, due to farrow soon 
1 
Berkshire boar 
Ed Rea . Saîem -I 
bon Rd., 2*^ m iles from Sa lem . Call 
5730. 


76 POULTRY, EGGS, SUPPLIES 
Witmer's Tu rkey Farm 
Columbiana, Ohio. Phone Col. 4092 
FR Y E R S 
now 
rea dy, 
a lso 
yea rling 
hens, 
live or dressed. 
Fresh eeg s 
Mrs. 
L eslie Y a tes. 
Opposite 
Sa lem 
Golf course on Lisbon Rd. D ia l 3281. 
~ 
BROILERS 
<oc 
2 m iles north of Sa lem on Rt. 
on left. Dial 4002 Loziers. 
62. 


Witmer's Tu rkey Farm 
Colum bia na. 
Ohio. 
Phone Col. 
4092 
HEAVY HENS, LIVE~OR DRESSED, 
DELIVERY 
EVERY 
FRIDAY 
G. 
F. 
KORNBAU, 
DIAL 
8632. 


77 
DOGS, PETS, SUPPLIES 


SH EPH ER D COLLIE P U P P IE S 
Three 
m onths 
old. 
D ia l 8659 
PARAKEETS 
SEED S, 
CAGES, 
AND 
ALL 
SUP- 
PLIES. 
MARGARET 
BURNS, 
PH. 
ALLIANCE 8-1564. MAXIMO, OHIO. 
PARAK EETS 
$4.00 and up. All supplies. D etell’s. 
483 E a st 6th St. Dial 6317. 
4 
PART 
Angora 
kitten s” want 
good 
hom e. 
Am elia 
Andrews, 
M illville 
Hill. 


BEAR AL IGNMENT 
Front end and wheel ba la ncing . 
SMITH GARAGE. Inc.. E. Third St. 
24-HOUR 
WRECKER 
SERVICE 
ANYTIME — ANYWHERE 
Also official AAA serv ice. Call 
Leetonia 8041 — 56 87 
b 5d Y 
& 
F E N D E R 
R E P A IR; 
GENERAL REPAIRS 
BROADWAY MOTORS 
WILLYS DEA LER 
764 South Broa dwa y 
Dial 5167 
SPECIAL IZING 
BRAKES 
CARBURETION 
IGNITION 
KORNBAU GARAGE 
EAST 
PERSHING 
DIAL 3250 
J. W. Han n a Mo to r Clin ic 
SPEED HEADQUARTERS 
STOCK 
CARS—HOT 
RODS—DRAG 
CARS 
M allory Ignition — Power & Speed 
equipm ent. 
Specia lists 
in 
custom 
eng ine 
work & 
Tune ups a t 
most 
rea sona ble prices. 
m ile south of D a m a scus on Val­ 
ley Rd. Phone 105-0 D a m a scus. 


TWO NICE part cocker spa niel puppies. 
Cheap. 
- D ia l 4389 
Fo r Sale — PARAKEETS 
Feed, ca g es, supplies. Turn left at 
Isa ly’s store in D a m a scus v2 m ile. 
Lea Bennett. Phone D a m a scus 32-K. 
AUTOMOTIVE 


TRUCKS. TRACTORS 


16 
FT. 
BOAT and tra iler 
$75. 
N ew 
spot lieht. Rev. R. Marner. N. Ben­ 
ton Calla Rd. ba ck of E. Ohio Con­ 
serva tion 
Club. 
1950 DODGE 1-Ton 
Pick - up truck 
Low m ilea g e and excellent motor 
One owner. Only $695 
1950 CHEVROLET l 2 ton pa nel truck, 
finished in light g reen and like new 
inside and out. One owner. Only $695. 
Pa rker Chevrolet, 292 W. State. Dial 
4684. 
FOR SALE 
GARDEN TRACTOR 
DIAL 7984. 
1939 G.M.C. 
’a T. sta ke body truck. 
Good condition. Inq. Karl See er. 4 
m i. w est on Rt. 62 beside Colonial 
M otel. 


Why Tru st to Lu ck 


On Yo u r Trip 


GET PRE-VACATION SERVIC­ 
ING BEFORE YOU GO! 


Vacation Time of all times YOU 
want y ou r car ru nning smoothly 
and dependably , 
so 
why 
not 
come in before y ou leav e and let 
u s serv ice it completely . 
A. C. Bartho lo mew 
Co . 
Lin co ln — Mercu ry 
485 West State St. 
Dial 46 09 


DENTED FENDERS? 
WE’LL SMOOTH THEM OUT 
AT PRICES YOU’LL LIKE! 
BROOMALL 
PONTIAC CO. 
390 East Pershing 
Dial 4676 


QUAKER MOTORS 
E X P E R T SERVICE 
On the spot tune-up 
1516 S. 
Lincoln. D ia l 6903. 
WAD ESC HAE F E R 
PERSONALIZED 
AUTO 
SERVICE 
PHONE 7629— 1873 N. ELLSWORTH 


78-A 
BOATS EQUIPMENT 


f 6 FT. Runabout boat and a 1947, ” 74” 
Indian 
Chief 
m otorcycle 
in 
good 
condition. Dia l 6857. 


82 
USED CARS 


3 j2 H .p. 
OUTBOARD motor in good) 
condition. Rea sona ble. Call Canfield 
LE 3-4494. 
BOAT TRAILERS 
Take Yo u r Bo at Alo n g! 
SAVE-WAY SALES 
N ew Ga rden 
Road. 
D ia l 8763 
Used Ou tbo ard Mo to rs 
1952 10 H. P. M ercury. $200 
1952 
5 H. P. Firestone, $165 
U sed Boa ts and Motors 
(N EW ) 5 H P. 
Sco tt Atwater $215 
CHARLES EICHLER 
BENTON RD. DIAL 3756 


1949 OLDS convertible ” 88” radio, hea t­ 
er, low m ilea ee. E xcellent condition. 
Inquire 565 Columbia Street. 
WOOLEY CHEVROLET- 
159 Lisbon St., Leetonia 


EVERGREENS 
Thousands of them . M ake your 
selections now for your la nd­ 
sca pe needs. 
Bedding pla nts, 
perennia ls, ga rden seed s, ferti­ 
lizers, 
insecticides 
and 
m a ny 
other 
item s. 
Open 
M onday, 
W ednesda y and Frida y evening s 
until 8 o’clock. M ELLINGER’S 
N UR SER Y, loca ted 6 m iles ea st 
of Greenford 
on 
Sta te 
Route 
165. P. O. North Lim a. 


L AWN CARE, INC. 
POWER MOWING AND 
M AINTENANCE BY EXPERTS, 
' D ia l 7866 


79 MOTORCYCLES. BICYCLES 


WHIZZER MOTOR BIKE. New Whiz- 
zer tires, m otor overha uled in Feb., 
1954. Price S110. D ia l 5587. 
SALEM CYCLE SALES 
AUTHORIZED TRIUMPH AGENCY 
SERVICE 
PARTS 
— 
ACCESSORIES 
153 S. Ellsworth. D ia l 5300 
1947 MOTOR SCOOTER 
3 H P . 
MOTOR 
DIAL 5591 


80 
TRAILERS FOR SALE 
28 -FT. HOUSE TRAILER 
NEW PAINT. DIAL 5591 
r H h E R t 13 NO 
SPECIAL DAY” TO 
ADVERTISE.—Want Ads get resu lts 
every day. Read 'em for profit i 
OB for rem its. Pbooe m tL 


BUICK 
TRADE-IN POST 


19 51 CHEVROLET BEL-AIR 
Two-tone green, 
radio, hea ter. 
The 
ca r and price are a ttra ctive. 


19 51 CHEVROLET 4-DOOR 
B la ck. C om pletely equipped. 


19 51 BUICK RIVIERA 
HARD TOP 
Two-tone. 
Fully 
equipped. 
Carries 
our reg ula r new -ca r w a ra nty. 


19 50 DE SOTO CUSTOM 4-DR. 
E xtra ciea n. Test drive this one. 


19 49 CHEVROLET 4-DOOR 
Green. 


PACKARD FOUR-DOOR 
R eg ula r $395. 
Specia l this w eek. $195 


BUICK CLUB COUPE, $195 


CHEVROLET CLUB COUPE 
New bra kes, new plug s, new exha ust 
system , new head, va lves ground 
$195 
COY BUICK, Inc. 


SALEM MOTOR SALES 
DODGE — PLYMOUTH 
Pershing at I.U"dy 


1947 FORD CONVERTIBLE 
Very Rea sona ble 
D ia l 9131 
after 5 r> m. 


BUCKEYE MOTORS 
SELECT USED I \R S 
3ftS South B roa dw a v. D ia l SVO 


WARD MOTOR SALES 
Now at 261 South Ellsw >rth A \e. 


SEE 


GRAY MOTOR SALES 


FIR £ T FOR 
NEW CARS 
USED CARS 


BETTER BUYS ALVVAYSI 
GRAY 
MOTOR SALES 
WEST STATE * BENTON RD. 
DIAL 6 213 
ANY 
o f the 
BELOW CARS 


CAN BE BOUGHT 
FOR AS 
LITTLE AS 
5 
DOWN 


SEE THESE 
AS 
WELL 
AS 
M A N Y OTHER 
BARGAINS 
AND 
NAME 
YOUR 
OWN 
TERMS! 


’48 CHEV. Aero Sedan 
.. $29 5 
’47 MERC. 4-Dr. Real Clean $29 5 
’47 OLDS. Hv dra 4 Door 
$145 
’46 FORD Two Door 
. . . . $19 5 
’42 PLYM Dix . 2-Door 
$125 
’39 FORD 2-Door. Nire 
$9 5 
’37 FORD 2 Door, Ex cept. . $9 5 


Parker 
CHEVROLET 


292 West State St. 


DIAL 46 84 


Eves. Till 9 P.M. 


ON THE 
SUNNY SIDE 


Brighten y ou r fu tu re with a 
fine Used Car from ou r daz­ 
zling array ! 
Play “good .Sa­ 
m aritan” to y ou r pocketbook 
select a big low cost v alu e 
at 


ZIMMERMAN AUTO 
SALES 


On the side of light-hearted 
driv ing 
are 
these 
power- 
packed specials : 


'53 Old s. 88 Dlx. 2-Do o r 
'5 0 Old s. 88 2-Do o r 
'5 0 Olds. 88 4-Do o r 
'51 DeSo to 4-Do o r 
'51 Bu ick Hard -To p 
'51 Fo rd Two -Do o r 
'4 8 De So to Clu b Co u p e 
'48 Nash Fo u r-Do o r 
'47 Do d ge 4 -Do o r 
'47 Chevro let 2-Do o r 


Zimmerman 
Au to Sales 
17 0 No rth Lu n d y Ave. 
DIAL 36 12 


150 N. Ellsworth 
Dial 4204 


GUARANTEED 
USED CARS 


VARIETY OF ALL 
Makes, Mo d els, Years 
At Prices 


You C an’t Afford To 
W alk Away Fro m 


I* Y« u Bu y It From WIGGERS, 
rt Has To Be Good! 


SALES DEPARTMENT 
OPEN 7 A. M. TO 8 P. M. 
WIGGERS 
Sales & Service 


DESOTO— PLYMOUTH 
301 West State 


Dial 5140 
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HEAR1 OF J UUET J ONES 


SURE THEY ALL SYMPATHIZED 
with mb ... b ut B usiness is 
BUSINESS...ANP WHEN YOU LET 'EM 
DOWN... 
it s curtains / we sold *ew enamel , but we 


By 
STAN 
DRAKE 
BHiVDfc 


BUT.. IF WE EXPAND.. GET- THE MONEY FROM THE 
Bank tc Buy mope equipm ent...they 'll giv e 
us ANOTHER CHANCE...WONT they H A L? 


\ 


OF COURSE THEY WILL, OLP TWER— 
vOU OEr THE WOnEY... AnO OlP 
HAL LL GET EM 0AC< ON THE 
300*5 — vOU LL SEE/ 


BUO nDE C 3 
YOU TAKE 
S T Y 
*-**“ 
m l - -< 
Vx * 
HE 
■< / T> 
s h o p 
V 
TODAY? st * . ' 


DICK TRACT 


A L L RtGWT, ON YOUR F E E T » 
G E T UP? LOAFING'S C VER? 


TERRY à PIRATES 


THAT'S FUNNY/1 THOUGHT 
TERRY WAS RIGHT 


— 
PERSON! 
TRANSIS 
QRUEH! 


ZrZTHE BUDHP CAPTAIN, SIR? 
HE JUST ASKED FOR AN 
INTERVIEW WITH THE 
PERSONNEL OF R CE fi: 


By CHESTER GOULD 


"WÊSIS s iP 


CAPTAIN EAST 
By LESI IF TURNER 


C j^ J f c E ^ r 
(Qü i-Di 
■ 
l 
e 
t 
s g o j 
O PEN M IN D r 


By GEORGE WUNDER 


T IF YOUT PlAUsIEP 
VOUR WhOl! 
InEZE WASk'T 
TIME. I PlCVT 
c kO a plot till 
STORY 
BEFORE STARTI KJ 3 TO DR AW I T. 
YOU WOUlOWT BE STUMP 69 QK J THE PR ST 5TRlPS 
HOW TO EWP IT, DADDY— j-T AERE OîÆ^AND 
IT WAS OWLV A 
BEGINNING- 


FOR Eio*T WEEKS I 
ADDED N6I0 TWi5TS TO 
3U1LP SUSPENSE*. AkD 
NOW FOR. THREE PA^S 
ANO WIGHTS WE TRIP 
TOUWTAWÓIE THE 


7 VOlAE SEEN 
STUCK THAt MAv 
BEFORE. TAP... 
AkP VÜU ALAA'tS 
MANAGE TC *X \t 
IT SOMEHOW/ 


BUT THIS 'S PiFPEREk’T*. 
Iv E GOT W ChARACTEÄS 
IN SUCH A JAM THERE'S 
NO WAV OUT *. TW^ ‘5» 
the enp.ca.r_a— 


C o p r 
I » 6 4 b y * C 4 
In c . T 
M 
R« g . U . S . P . t 
Q f i 


BOOTS AND HER BIDDIES 


DON'T EE 
SO PR AMATI C, 
PAD! COME 5ACk 
lk!> AWP WE LL 
F\k:P A WR'^ER 
TO EiNlSH 
iTFORnV. 


Bl EDGAR HARTEN 


MARTHA WAYNE 


B I L L Y THAT WAS k 6000 
FIGHT YOU PUT UP A&ANST 
THAT &6 BULLY/1 WAS GLAD 
TD SEE THAT SOU WETOVT 
t f-rrt its rsf I Mil / 


By WILSON SCRUGGS 
FRECKLES AND HIS FRIENDS 


Meanwhile ,, in 
another gty 


Ü/VAÍ COULD THE TWINS 
MEAN! GEMINI 
CASTOR 
antd Poll ux ? — i£ 
t hat a Pos s ib l e c lue 
TO 3ASOM'S STRANGE 
lDREAM? — WOULD X 
FtND THE AN5WER 
PERHAPS 
S T O D Y - 
-\E 
TOD I AC 


With Major Hoople 


WHATS m 
WELL, HE COT ALL HIS ™ 
FPYtHGUv WORK FINISHED EARLY 
UM DEe \\T r ti5 YEAR WHEN HE 
THE O L dU \ MADE THAT HOLE-iN- 
Wl6 
HE'Sn ONE f — MAY PE HE'S 
FIGURING WHAT KIND 
OF VACATION WOULT^ 
P e st him up 
AFTER THAT 


IMG 


^ E E N STUCK 
IN THAT 
TIGH T 
I t ra n s o m 
FOR TWO 
days 
'. 


r “ 


0 


¡L ié 


-.ORDEAL 
* ^ C 3c / 


1 


FUN NY BUSINESS 
By Hershberger 
m 


m 


i~ t « a . , V t r i t » 


C3e s l ab or - 
IN6, BOVS — MENT­ 
ALLY, THAT IS® ¿„Ç 
B^LPCSíEíS 


Cw>r l t 5 I f c » N l * S r » i t t l« t I 
.^y rr^T m « „ u im o**j 


“ No one but J unior would think of using the rockers off 
an old chair like this!” 


Japanese Jaunt 


A nsw er to Prev ious Purzle 
o n OUR WAY 
By J . R. Williams 


1 
ACROSS 
is cap ital 
of Jap an 
6 Its four 
islands lie in 
t h e 
- 
Pacific 
11 Interstice 
13 It has 


3 New Zealand 
p arrots 
4 Thither 
5 Chemical 
suffix 
6 Born 
7 Eggs 
8 Dep end 
9 Large p lant 
suffered many 10 Belonging to 
her 
12 Up right 
13 Rate of motion 


GOOD* NiGHT.' I LET YOU 
SLICKED UP 30 PEOPLE 
W ¡LL THINK WE RE A NICE 
family in s p it e of you . 
■*) AN' YOU HAVE TO TAKE 
V 
THAT VULGAR LOUT FOR 
- N 
A WALK TO BE 
SPORTY. 


‘HI 


earthq uakes 
in its history 
14 Humbler 
15 Ringer 
16 Worm 
17 Before 
19 Affirmative 


18 Red Cross 
(ab.) 
20 Irony 
21 J oined 
^ Ex punger 


26 Arrived 
42 Persian 
28 Feminine 
tentmaker 
ap p ellation 
44 Paradise 
29 Frowning 
45 Weights of 
30 Shade trees 
India 
36 Oriental guitar 46 Essential 


20 Turn out w ell23 Hinders 
2 4 Cutting 
24 Salts 
J7 Sprinkle with 25 Ex ude 
flour, as a 
roast 
31 Violin maker 
32 Coral island 
33 J apan has 


37 Western 
cattle show 
39 Prep osition 
40 Followers 
41 Story 


being 
48 Consumed 
49 Legal point 
5 1 Cov er 
5 2 Rubber tree 


agricultural 
area 
34 Whey of milk 
35 Cubic m eters 
37 Pounds again 
38 Redactors 
40 Jap anese 
name 
43 Fox 
44 Comp ass p oint 
47 Italian 
condiment 
60 Evades 
8 3 Click-beetle 
54 Lubricators 
55 Becomes 
w ithered 
56 Thick 
DOWN 
1 Domesticated 
2 Native m etals 


t 
; 
3 
H 
Ç 


■ 


6 
1 
i 
4 
10 


á 
13 


w 
i? 


16 
a 
18 


20 
21 
22 
23 


» 
25 
2b 
27 
2b 
24 
30 


31 
3Z 


33 


3Í 
36 
37 


» 
39 


HO 
*1 
‘li 
Í , 
H I 
//fa :fH 
45 
4b 


•n 
1 
50 
51. 
s i 


53 
59 


sS 
56 
( 


THE WORRY WART 
▼ M 
0** 
C*c 
'M B * WLA s*-- «* 


Questions, Answers 


q _ _ What is man’s deepest des­ 
cent into the earth** 
A — Man’s deepest descent into 
the earth is marked by the 98 7 6- 
foot-deep Crown Mine at J ohan­ 
nesburg. South Africa. 
q _ 
How are members of the 
Canadian senate chosen? 
A — Senate members are ap­ 
pointed for life by the gov ernor- 
general, adv ised by the prime min­ 


is te r. 


L 
I T 
T 
L 
E 
L 
I Z 


A pedestrian is a fellow who is 
constantly in danger o f being hit 
by a car or q w om on w ith on open 
umbrdio. 


D ig This EMTER- 
PRISING ALLIGATOR, 
PUDGE/ 
-FILMS 
DESTROYED. SO<tv 
HA HA HA / 


^fbu K ill me, 
MAN J I'LL 
GO FOR A 
BUCK J UST 
TO SNAP 
THAT PAN . 
OF TOURS/ 


THAT. 
WHO 
COULD 
REFUSE 
? 


PlRST. I GOTTA MAKE 
A Ml MOR ADJ USTMENT— . 
Y 


By MERRILL BLOSSER 


T h a n k s f o r t h e u se o f 
YOUR MYSTtRY BO*^>tY>RT/ 
WT GOT A REAL BA No 
OUT OF IT/ 
---------- — 


» 


VIC FLINT 
By MICHAEL O’MALLEY and RALPH LANE 


THIS JOINT'S GETTIN& 
US DOWN. WELL EAT 
OUT--AT SOUR COUSiN'S 
PLACE, PUNCH/ 


CHARLES PUNCHINELLO 
EVER HEAR OF HIM 
»— 
—....... 
HEAR o f him? if 
I CANT LEAD SOU 
TO HIM MV NAME 
A!N T LOUE DA 
letterbox : 


PRISCILLA’S POP 
By AL VERMFER 


•Uf 
« r. > V 
¿-S' 


S E R V E S 
ME R IG W T P O R 
E A V E S -D R O P P iN G 


BUGS BUNNY 
• 
• 
• 
• 
• 


so w w v y ^ it w as 
i 
YOU 
/ NOTHIN'...'YA 
C0UL0MT7 ONLY TOOK uP 
FT //E, 1 
W WHOLE 
o -o 
Vaf t crn o o n 
! 
FW c \0 . 


THE GUMPS 
GUS EDSON 


HEULC - v = £ .. TH ;s 
:S 
Go.WP« 
J%/HO? WELL, 
HOWDY* 


TEX RUGGLES 
SNEAKING. T W E TEX 
R U G S L E S . I JU S T PUT. 


HOW ABOUT YOU 
AND GUMP JClN.'NG 
A l one l y 
b ac he l or 
F OR DINNER TONIGHT 
AT T H E PALLADIUM? 
' 


HERE 
W E G O 
A G A I N I 


Bt CHICK YOUNG 
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Red- Inspired HondurasStrike 
Paralyzes Sections Of Country 


gested the hearing be moved to ^de the convent walls to invest!- of little significance. To her in the; 
Weilsville so peopie would have a gate Sister Antony’s death. 
high religious standard of her life 
chance to protest in person. 
Brown-clad nuns sat weeping in 
*he 
convent, 
it 
was 
great! 
“These people are poor people,” the improvised courtroom as their 
trouble ” 
he said, “They are the people who chaplin, the Rev. John Dale, 
told The verdict—suicide while of un- 
^ 
t 
need the service. They can’t af- the dead sister’s story. 
sound mind. 
TEGUCIGALPA, Honduras \J) — and losses estimated at $200,000 a ford 
gasoline to come down* 
“Two days before her death” 
---------- ------------- 
™ 
^ 
r 
Vr 
neighbor°n irft- week~ or* third 
o t tha average here and appear before the com -he sald, ..¿,ster Antom. ' camc t0 B dttle s h iD M is s ou ri 
k » 
o ? , 
' *S 
emer6ln8 
iweekly national income in Hondu- 
mission.” 
me and saJd ^ 
feIt V£ rv 
„ 
- 1 P M is s ou ri 
Til 
.VheIp- as a stout. Western ras-Valenzuela declared the 
strike 
State Rep. Delmar T. O'Hara, I asked what was wrong and she TO B e D e c om m is s ion e d 
a y in the cold war against com- constitutes "our main concern.” 
James L. McSweeney, Weilsville told me that manv vears ago she 
WASHINGTON 
r — Th. Maw 
a cl’rilT 
Jh i ? ! America^ But Thc walkout over wages 
and cit-v solicitor, and John Ridder, sec- had given the dat¿ of her birth'on said today the 45 000-ton battleshio 
; p* 
h ich the 
government says other benefits has disrupted all op- retary of the East Liverpool cham- an insurance form as 1894. where- Missouri will be decommissioned1 
was Red-inspired is plaguing the erations of ^ 
United Knilt Co £ ber of Commerce, were at the as she knew it was 1891 
this fall 
« commissioned 
i r i n n t o l l w 
v-o, 
. , 
. 
* 
L 
_ 
. . . . 
. 
. 
. 
government 
and incidentally re- the north coast area, bananas are fa rin g 
quiring 
. 
ousewives to pay falling off the trees and unsprayed 
— ----- 
more for bananas. 
leaves are being hit by disease, 
y 
i/*\\ 
f If i 
^ ^ tren5then: 
Negotiations to end the strike NIW MIlS j6ll AS 
c* * 1 St. S m army* 
United broke down Monday vyhen Cesar 
e 
- 
a:r. ftcd arms to Hon- Agusto Coto, secretary of the Cen- 
D o n a n m 
F a t 
I ¡A 
uras to 
bolster a rm y expansion, tral Strike Committee, repudiated ■ v liollC w lO l L lv 
More military equipment will come 
p r e v i o u s discussions between 
RAnnFcT fv 
pt vmnv r 
by ^ 
strike representatives and United I* 
En g 'f 
The 
government 
has 
sUrted Fruit. Coto and three aides were 
1 . b r Pfrilt n H p! f V 
"r? 
cracking the whip over leaders of jailed Monday night in connection 
* 
a month-old strike which has para- with strike agitation in Lalima, 
. 
u . f r ,dgc' 
. 
lyzed the country’s rich north coast United Fruit headquarters. 
' 
. 
* soaked her sackcloth 
banana hnit Pniio h 
r 
o 
b 
e 
s 
in kerosene and burned hr- 
Ddnana belt. Poue have jailed the 
Mediators are seeking to get new se]f 
Hcath 
leader of the strike committee sind strike committee^ nrsanizwi to re. 
* 
. 
. 
thrpp aiHd 
» « use commnvees organized 10 re- 
a group of Sisters found the 
„ 
, 
• 
sume negotiations. 
aged woman’s body last 
M onday 
Honduras army units have been 
First major strike in Honduras in an outbuilding of the secluded 
Stationed 
throughout 
the 
strike history, the walkout which started Roman Catholic convent here. Yes- 
2 r_ca* 
. , 
^ 
. 
in late March caught company of- terday a coroner’s court moved in- 
Long before Communist activi- ficials by surprise. The organized 
ties in Guatema.a leaped into the way the strike spread has led to 
American limelight with a 10 mil- the belief that this is a long- 
lion dollar weapons shipment from planned episode 
Poland 
the strike had led Hon- 
The standard Fnlit c 
ma„. 


in G ^ t e m ' f T i b 6 bord“ « 8 « J to reach strike settlements 
in G u a t e m a l a . Relations were* 
. 
. . . 
strained severely. The Honduran *" 
" A 
T bana" a bel!' 
Foreign Ministry charged Commu- 
^ 
rang‘"g "P ‘° 
Hist agitators from Guatemala had, 
^ 
government this week ex- 
pressed sympathy with labor’s ef­ 
forts for “just betterment’ of its 


“I told her it was ridiculous to 
The Japanese 
surrender was 
¡worry, but she seemed to thmk it signed aboard the battlewagon. 
j was a heinous crime. She told me 
_ _ _ _ _ _ _ _ _ 
__ _ _ _ 
her whole 27 years here had ben 
Landlocked Utah has chosen the 
¡one huge lie or worse.” 
sea gull as its state bird, recalling 
The coroner commented: 
“To a flight of sea gulls in 1848 which 
those who live in the outside world, saved state crops from a plague 
this discrepancy would have been of crickets. 


infiltrated the ranks of the strik­ 
ers. 
Now, mountain-ribbed Honduras w V ? 1 ♦ 
’ _ _ _ 
. 
.. 
, 
J ¡lot, but stressed it would not tol- 
hds become a bastion for the anti-L_ _ +- 
_ _ 
t-u-._ _ _- 
. 
erate any threat to public peace. 
Communist resistance movement 
_ _ _ _ _ _ _ _ 
__ _ _ _ 
of Guatemalan exiles. Carlos Cas- ^ 
m 
tillo Armas, 
40-year-old 
former flr in A C P 
l l f n n n i n n 
lieutenant colonel in the Guatema- A /|jp U J V 
lan army, has headquarters in Te- # %# f> 
f 
• 
gucigalpa. His movement stretches l i t K lK \ g r V f g 
to El Salvador through Guatemala ! 
and into Mexico. 
COLUMBUS. Ohio UP — Myron 
Despite uneasiness between the Weis, president of the Weilsville’ 
two countries, Honduran Foreign City Council, told a state utilities | 
Minister J. Edgardo Valenzuela commission attorney-examiner Fri- 
ieels there is no cause for alarm.¡day that if a portion of the present! 
“ I do not think Guatemala want bus service between Weilsville and 
a war,” he said in an interview, j Steubenville is abandoned, “it cer- 
*‘She has no reason to start one.” tainly will work a hardship” on a 
The Honduras government has ¡number of people, 
under study its reply to Guatema-1 Weis testified in a hearing on 
la’s surprise invitation last month proposed abandonment of Wells- , 
to sign a friendship and non-ag- ville-to-Steubenville service by the! 
gression pact. The offer followed! Vallqy Motor Transit Co., proposed 
the Honduras charge that Guate- service between Steubenville and 
malans had meddled in the strike.'Port Homer by a new company, 
Guatemala insisted it had been the Steubenville Bus Co., and a 
•‘unjustly accused.” 
| request by Greyhound Bus Co. to 
Two Guatemalan consuls were pick up passengers the new firm 
tossed out of Honduras on charges will not reach, 
of “ subversive activities” as a re- 
Weis told of receiving 8 4 letters 
suit of tension over the strike. 
from people protesting the pro- 
With some 25,000 workers idle posed change in service. He sug- 


BRING IN 
YOUR WATCH TODAY! 


Your wotdi b • delicate mechan- 


bm ihof d tn rv ii thu best of coco 


0nd repair. Drop in today and lot 


M tell you about our Premium 
Watch Service. 


“ THE STORE OF FRIENDLY 
CREDIT!** 


PUGH BROS. 


48 9 Ea st Sta te 8 4., Sa lem, Ohio 


SU N-H APPY 
Swim Suits 
FOR THE ENTIRE FAMILY! 


WOMEN'S and GIRLS' 
$8.95 To $22.50 


MEN'S and BOYS' 
$1.98 To $2.98 


TINY TOTS 
- 
g ir l s' $1 .98 To $2.98 


-B O Y S' 
$1< 19 T o $1 .6 9 


SALEM, OHIO 


GOOD LUCK, 


GRADUATES! 


Good luck to the class of '54! 
You'll be joining the rest of us 
in 
this 
work-a-day 
world, 
working, marrying, 
raising 
families, and in gen- 
A 
oral, settling down to 
become 
good 
citi­ 
zens. And in the pro­ 
cess* you can create 
some of your own 
I good luck by making 
full use of the serv­ 
ices offered by the 
F i r s t 
National. 
Whatever your fi­ 
nancial requirements 
may be. First Nation­ 
al services can satis­ 
fy all of them . 


MEMBER FEDERAL DEPOSIT INSURANCE CORPORATION 


You Are Invited 


To The 


at... 
GILBERT'S Greenho use 
Ga rden Center 
"QUALITY IS OUR MOTTO" 
Damascus Road, V4 Mile From Salem City Limits 


See Our 
Evergreens Display 


— a — 


We Plan To Have 
A Complete Line of 
Hardy Plants and Shrubs 
—a — 


PEAT MOSS 


BY THE ------ 
Bushel — Small or Large Bale 


— 
# 
— 


INSECTICIDES 
Du Pont and Niagara 


ALL TYPES OF PLANT FERTILIZERS 


June 6 


A FREE PLANT TO EVERY VISITOR! 
to 9 p.m. 


BEDDING and POTTED 
PLANTS 


For Home Decoration 


Until June 25th 
ALL POTTED PLANTS 
And Bedding Plants Will Be Sold At 
Wholesale Prices 


Cooper 
Power Lawn 
MOW ERS 


Rotary or Reel 
18 Inch and 20 Inch 


WE HAVE A 
COMPLETE LINE 
OF 


4 


LAW N SEEDS 
VEGETABLE PLANTS 


— 
• 
— 


OPEN DAILY 


9:00 A.M . To 9:00 P.M. 


Sunday; 10 A.M . To 9 P.M. 


Salem Tool Lime and 
Seed Spreaders 


— 
• 
— 


Rakes 
Shovels 
Hoes 
Hand Cultivators 
Pick-Up Carts 
Rubber Garden Hose 
Sprinkling Cans 


A 


)) 


